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P R E P^ A C E. 



Of course, as with nearly all my books, when I commenced this one, it 
was to be two-thirds of its present size at the most, but as I progressed it 
grew beyond ray anticipations, with a corresponding amount of labour ; as 
for example, I found the inventions of valve-gears were so numerous that 
it involved the process of " winnowing " pretty hard, to blow off the 
" chaff," which, I need scarcely say, exceeded the *' grain " by far : but 
this was not all, for in many instances the particularities of an inven- 
tion were so seductively extolled by the inventor, that it was only after 
close and patient investigation they were discovered to be worthless, and 
thus kept back from appearing here. In other cases I have been 
amused at the presumption an inventor fell into with his idea, showing 
thereby a total blindness of the real requirements. Perhaps the most 
amusing lesson I learnt was, that the less an inventor knew of what he 
patented, the more he claimed ; while in many cases the same arrange- 
ment was patented over and over again with all different claims, or it 
was one claim embraced all that had been done and more to follow : 
indeed our Patent Eecord Library is as amusing a lounge-room as need 
1)0 i'or tliose who will take the trouble to read some of its contents. 

From about five hundred examples of valve-gears, patented and not, 
I seloi' •! about one hundred and thirty as being worthy of notice, to 
appear . . ^ !'»i ** History of the Practical Application ;" added to which I 
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have illustrated over fifty examples of valves ; many examples of cam, 
lever, and crank, motions ; starting gears, and other matter ; making 
together more than two hundred and twenty examples, as used from 
the year 1775 to 1870, or extending over a period of one hundred and 
five years, arranged in the following order. Adjustable eccentrics and 
gears, twenty-seven examples. Cams and gears, ten. Cranks, levers, 
and gears, fourteen. " Corliss " valve-gears, tliirteen. Dash-pot and 
gears, eight. Diagrams, thirty-five. Single eccentrics and gears, 
eighteen. Expansion gears, twelve. Link motions, fifty-three. Kotary 
valve^ears, fifteen. Starting and reversing gears, six ; and valves, fifty- 
four examples — being a total of two hundred and sixty-five illustrations. 

My letter-press matter has been prepared with care as to the veracity 
of all the statements relating to the " History." I have the honour 
also of having brought to light the " History of the Invention of the 
Link Motion," which appears as the introduction. 

Chapter I. explains the Principles of the action of Steam Working 
Valves. 

Chapter H. is the History of the Practical Application of Valve- 
gearing, commencing at the year 1710, which is the earliest record of the 
steam engine we have. This is the main portion of the work, for it 
extends through one hundred and eighty-five pages, and contains one 
hundred and eighty-six illustrations. 

Chapter III. is The Geometrical Principles of the action of Eccen- 
trics and Link Motions, according to their relative positions, as applied 
for Valve-gears of Steam Engines. I have under that heading fuUy 
investigated the actual performances of the eccentrics, links, and valves, 
under all circumstances in practice ; therefore the suppositions which are 
sometimes introduced are carefully avoided, which is saying a great deal 
in literature. 

The Rules for the proportions are taken from practice, and have been 
carefully compiled by rac from an active experience of fifteen years. 
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PREFACE. V 

The plates that are in this work contain more genuine information 
on this subject than has ever yet appeared ; their value also is unequalled 
as a reference, because each firm who supplied the original drawings sent 
in their best examples carefully dimensioned and drawn to scale with 
all the little practical errors which occur during construction faithfully 
corrected. 

Having the confidence of the leading Marine Engineers, I of course 
have general latitude in my selection of examples of work carried out for 
illustration in my books ; and I trust my readers will be satisfied with 
my judgment for their benefit in the present case. 

On fonner occasions I have had to confine my thanks to my friends, 
Messrs. Penn, Langdon, Barclay, Rennie, Field, Humphrys, Dudgeon, 
Spencer, Ravenhill, and Napier, which are of course repeated now, but 
extended to the gentlemen whose additional names appear in this work 
as contributors. 

The subjects forming the plates are thus arranged : Beam Engine 
Valve-Gear, 7 examples'; "Corliss" Valve-Gear, 14; Governor Gears 
and Valves, 3 ; Marine Expansion Gears, 17 ; Marine Reversing Gears, 
27; 'Marine Link-Motion, 36; Locomotive Link-Motion, 12; and 
Geometrical Plates, 10; making 126 examples of Valve-Gearing, &c., 
practically accomplished, and proved to be wortliy of record. 

Of my performance in this work, I say nothing, and I leave the 
result of my labours to the judgment of those who can best appreciate 
labour honestly discharged. 



N. P. Burgh. 



78, Watekloo Bridgb, London. 
July, 1870. 
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THE 

HISTORY OF THE INVENTION OF THE LINK-MOTION. 

BY N. P. BUBGH. 



INTRODUCTION. 

No part of the steam engine demands as much attention as the valve 
, gear, inasmuch that the valve may be all right, but if the gear is 

imperfect then the proper working of the valve is impossible ; and of 
all the valve gears yet known the original common link motion is not 
only the most simple but the best also. As a consequence, therefore, 
the invention of it must have conferred a great benefit on the engineer- 
ing world, because the locomotive engine, the marine engine, and the 
reversing, stationary, and portable land engines would in great measure 
be incomplete and imperfect without it. This is more obvious when it 
is remembered that the link motion is not only available as a reversing 
gear, but also as an expansion gear of the most simple and effective 
order, with the advantage too of regulating the points and limit of cut- 
off by the valve without any additional detail. 

The inventor of the link motion in its simplest, original, and best 
form is Mr. W. Howe, who introduced it in the month of August, in 
the year 1842. He was then a working mechanic in the employment 
of Messrs. Kobert Stephenson and Co., engineers, Newcastle-on-Tyne. 

The history of the invention may now be given in Mr. Howe's own 
language, as expressed to the writer : — A species of link motion (shown 
by Pig. 1 on the next page) was, just before this date, suggested by 

a 
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Mr. Williams, who was a young gentleman apprentice in the works at 
the time. This is shown by side and end elevations. A indicates the 
crank shaft, B the proposed link, C is the connecting rod, connecting 
the link to the valve rod D ; E, E, are the eccentrics, and F the block 
for reversing the motion of the valve and engine. It will be easily seen 
that this suggestion could never have been of the least practical use, 
because one eccentric band would displace the other when in motion. 

Fig. 1. 




Williamft's Link-Motion, as suggested by him in the year 1842. 

Several persons employed in the works saw this drawing Mr. Williams 
had made, and amongst them Mr. Howe ; but no one brought it into 
a state for practical application until August, 1842, when Mr. Howe 
made a pencil sketch and a rough wooden model of his link motion, as 
represented by Fig. 2 in side and end elevations; and both of the 
originals can now be seen at the South Kensington Museum. This 
model so perfectly indicated what the curved link should be, that, 
acting upon the advice of his friends, Mr. Howe showed it to Mr. 
Hutchinson, then the manager of Messrs. Stephenson's works, who at 
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OP THE LINK-MOTION. iii 

once saw the worth of its application practically, not only as a reversing, 
but also as an expansion gear for working the slide valve, and he 
(Mr. Hutchinson) sent the model at once to Mr. Robert Stephenson, 
then in London, who also approved of 
it immediately he saw it. 

At that time (1842) two locomotives 
were being made at the works for the 
North-Midland Railway Company — 
now a portion of the Midland branches. 
These engines were to have been fitted 
with Dodd's wedge motion. Their num- 
bers were 358 and 359 in Messrs. 
Stephenson's books, but 70 and 71 on 
the North Midland Railway. One of 
the locomotives (No. 70) had the wedge 
motion fitted to it, as shown by Fig. 3 
on the next page ; but as soon as Mr. 
Howe brought out the link motion it 
was put on No. 71 instead of the 
wedge kind. He was at that time en- 
srasred in making: a workinsr model of ti^cvations of the original Liuk-Motiou invented 

° ° ^ ° ^ ° by W. Howe, in the beginning of the year 

the wedge motion as applied to No. 70. 18*2, while in the employment of Messrs. 
-. - •ill. Ti Robert Stephenson and Co., Ne^castle-on-Tyne. 

but as soon as he invented his link 

motion he was instructed to throw the other aside, and make a full-size 
model of his kind, which he did, and thus fully proved the adaptation 
of the link motion for any grade of cut-off by the slide valve ; and as the 
model included the sections of the cylinder, piston, and slide valve, the 
points of cut-off for each stroke of the piston were readily seen. The 
valve had only ^ inch outside lap, and -^ inch inside lap ; the opening 
caused by the valve for the admission of the steam was 1 inch, making 
the throw of the eccentric 1^ inch, and the travel of the valve 3 inches ; 
the length of the eccentric rods was 5 feet, and thus the lead was 
practically constant, as shown by the following table : — 

a 2 
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Tabiilar Stat^nent of the Working of Howe's Link-Motion fitted to No. 71 Locomotive 
Engine on the North-Midland Bailway, constructed in 1842. 
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EleratkWB and Details of Dodd't Wedge-Hotion as fitted to No. 70 Locomotive of the North Midland 

Railway. 
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OF THE LINK-MOTION, v 

Tabular Statement of the Working of Dodd's Wedge-Motion fitted on No. 70 
Looomotiye, on the North Midland Bailwaj, in 1842. 
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Cylinders, V^in. diameter ; stroke of piston, 20in. ; steam ports, lOin. long and l^in. 
wide ; outside lap of the slide valve, Jin. ; inside lap, ^in., as for No. 71. 

The link is represented by Fig 2. in side and end elevations, but its 
application to the first engine in practice was on September lOth, 1842, 
as is shown by Fig. 4 in plan and side elevation on the next page. 

About that time there were divided opinions as to the efficiency of 
this link motion ; but Mr. Robert Stephenson settled the question by 
adopting it, and acknowledged that Mr. Howe was the inventor also 
by instructing his cashier to make him a present of twenty guineas 
for his invention, and afterwards, as a further recognition, appointed 
him, in 1846, to be engineer of the Stephenson Collieries and Ironworks 
at Clay Cross, Chesterfield, where he is now. 

Being thus placed in a more independent position, Mr. Howe had 
an opportunity of applying the link motion in many ways to various 
classes of engines, and in the year 1 847 he designed and applied the 
first link motion to a winding engine with success. 

This motion was the twin-solid link-type, as shown by Fig. 6 in plan 
and side elevation ; and Fig. 6 is a side elevation and sectional plan of 
the same link, as illustrated on page 7. 

The illustration, Fig. 7 on page 8, is a plan and side elevation of the 



Digitized by 



Google 



HISTORY OF THE INVENTION 




Digitized by 



Google 
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valve gearing and a portion of the winding engine mentioned; and 
Figs, 8 and 9 illustrate the principal det.ails of the starting gear and Unk. 



Fig. 5. 




An-angement of Howe*8 Twin Bar-Solid Link-Motion, invejited by him, nnd npplied^to oue ot the Winding 
Engines at Clay Cross Works in the year 1847. 

It should be mentioned here _ ^'^®- ^• 

that the vibrating block, enclosing U t' 
the link that worked in the eye of 
the valve rod, was made of brass ; 
and the eye of wrought iron was 
not case-hardened, and as the 
** wear " was considerable in con- 
sequence, the adjustable head for 
the twin-bar link was invented by 
W. Howe in the year 1848, as il- 
lustrated by Fig. 10 in side eleva- 
tion and sectional plan on page 11. 

The means of adjusting the 
wearing surface consisted of put- 
ting the link block in halves in an ^ ., , ^. . ^j » ^r . «« ij. 

^ ^ Detailed Views of Howe s Twin " Solid 

ordinary connecting rod head, with s^own by Fig. 5. 

the usual strap, gibs, and cotter, so that the halves could be keyed up 

when required. 




Link-Motion as 
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A fiill-sized model link, on this principle, was made, and Fig. 11 on 
page 12 is a perspective view of it from a photograph since taken, as the 
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link has been preserved. It was shown to Mr. Robert Stephenson, 
who highly approved of it, and desired William Howe to send it 
to the works at Newcastle. On 
receiving the model there, Mr. Weal- 
lens wrote to William Howe, also 
approving of the mechanical arrange- 
ment, and said he had shown it 
to Mr. Hutchinson, the manager, 
and Mr. Fletcher, of the North- 
Eastem Railway, and other men 
of mechanical science, all of whom 
agreed with Mr. Stephenson that 
the improvement was particularly ad- 
vantageous over the solid block. 
In the year 1854 Mr. Howe further 

designed another modification of his Jiljiii^^rthe starting Gear of the Engine shown by 

solid bar Unk, as shown by Fig. 12 in ^»«- ^' "^^^ ^* = ^ ^"'^ 

end and side elevation and sectional plan on page 13. This was applied to 
a large winding engine erected at the Clay Cross Works. The cylinder 
is 36 inches diameter, and 6 feet stroke of piston; it has been in con- 
stant work ever since, with perfect satisfaction, without repair or altera- 
tion, although the engine has been raising from 300 tons to 800 tons 
of coals and materials per diem up a shaft more than 200 yards deep. 

It became essential in the year 1864 that the Clay Cross Company 
should extend their works, and it devolved on William Howe, their 
engineer, to design suitable engines to raise from a depth of 300 yards 
a certain quantity of coals and materials, for which he designed the 
arrangement shown by Fig. 13 on page 14, which is a side elevation 
and plan of a modification of Allan's straight link-motion applied by 
William Howe with much success. 

The working gear of this engine is shown in plan and elevation by 
Fig. 14 on page 15, to which he applied the principle of Melling's valve 
gear, as described in this work on page 13, and illustrated by Fig. 10 on 
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page 12. The eccentrics are fixed on a counter shaft that is driven by a 
pin passing through a drag link, receiving its motion from the connecting 



Fig. 9. 







y^ 



Details of the Link-Motion of the Engine shown by Fig. 7, scale 3 m. = 1 foot. 

rod 6. a indicates the crank shaft on which the drum, 15 feet in 
diameter, is fixed ; h is the connecting rod, c the counter shaft, d the 
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counter crank, e^ e are the eccentrics, m the drag link worked by the 
pin or stud on the connecting rod, situated 4 feet from the main crank 
pin ; / is the straight link, and g the reversing shaft, h the crosshead, 
i the guide rod, I the reversing rod leading from the link to the valve 
rod guide, k the piston rod, and n is the reversing handle. The 
cylinders of these engines are 30 inches in diameter with a piston 
stroke of 5 feet, the valves are the ordinary balanced slide valves, with 
i inch outside lap ; the area of the full supply steam opening being 
:j^ of that of the cylinder, and the fiq. lo. 

engines with the gear referred to were 
under perfect control when raising 
36 cwt. of coal 300 yards in thirty-five 
seconds. 

Subsequently to the erection of those 
engines, William Howe applied the 
same arrangements of valve gearing to 
another engine at the Coton Bank Col- 
lieries, near Burton-on-Trent, and since 
that to a similar pair of engines at the 
Clay Cross Works, the only difference 
being that the valves of the latter en- 
gines have 1 inch outside lap, which 
is more economical for the use of the 
steam, but is not so powerful in speed ; 
and the high speed is of more impor- 
tance with winding engines than 
slight saving of fuel. 

It is now undoubtedly proved that Mr. Howe not only invented the 
common link-motion, but also that he improved his original ideas to a 
considerable extent at an early period ; and also that to the engineering 
• world he conferred a lasting benefit, where the steam-engine is used. 
That he fully understands the principles of his invention will be under- 
stood from the diagrams on page 16, which he has sent the author. 




Adjustable Head and Block for the Twin-Bar Link- 
Motion, invented by William Howe in 1848. 
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Pigs. 15 and 16 are skeleton diagrams of a link-motion, slide valve, 
crank, and pin, showing an equal lead for the slide valve at each end 
of the piston stroke. Figs. 17 and 18 illustrate the relative angles of 



Fio. 11. 




Perspective View of Howe's Adjustable Head Block for Twin 
Solid Bar Link-MotioD, made in 1848. 

the eccentric rods and positions of the valve for reverse positions of the 
crank when the link is midway suspended. Figs. 19, 20, 21, and 22, 
refer consecutively to Figs. 15, 16, 17, and 18, when the eccentric rods 
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are not crossed in the first case, and the crank rising, but in the second 
are crossed and the crank working downwards, the angles of the eccen-» 
tries being the same in each case. It may be added that the alteration 
of lead in both instances is reduced as the length of the eccentric rod 
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Elevations and Sectional Plan of Howe's Improved Adjustable Head and 
Block, Link-Motion, applied to a Winding £ngine in the year 1854. 

is increased, and vice versd ; a fact that must always be considered with 
the link motion. 

This motion has been used since the year 1842 by all makers of 
steam engines for locomotive, marine, and stationary purposes, of all 
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classes and sizes, which, without it, could not have been so successful 
as they have, for there is no other valve gear its equal, even now ; 
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although, as we shall show in the second chapter, that divers inven- 
tions before and since have been proposed, patented, constructed, and 
applied for the very object of dispensing with it, if possible. 
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Fig. 15, 



Fio. 16. 




Howe's Skeleton Diagram of Lihk-Motiou when the Link is down Howe*s Skeleton Diagram of Link-Motion when the Link is down 
and the Crank out from the Valve; when the latter giyes lead and the Crank is in towaixfa the Valve; when the latter gives 

for the Steam. lead for the Steam. 



Fig. 17. 



Fig. 18. 




Howe's Skeleton Diagram of Link-Motion when the Link is midwaj 
and the Crank out from the Valve. 

Fig. 19. 



Howe's Skeleton Diagram of Link-Motion when the Link is midway 
and the Ci^ank in towards the Valve. 

Fio. 20. 




Howe's Diagi'am, showing the Ecoentiic Rods ciossed, instead of as in 
Fig. 15, but the position of the Crank and the Lead being, as before, 
with the Link down. 

Fig. 21. 



Howe's Diagram, showing the Eccentric Rods not cro>sed, instead of 
as in Fig. 16, but tlie position of the Crank and the Leafd being, as 
before, with the Link down. 

Fig. 22. 




Howe's Diagram, showing tlie Eooentric Rods crossed, instead of as in 
Fig. 17, the position of the Link and Ci-onk being as before, but no 
admission of Steam bj the Valve. 



Howe's Diagram, showing the Eccentric Rods not crossed, instead of 
as in Fig. 18, the position of the Link and Crank being as before, 
but no aulmission of Steam by the Valve. 
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CHAPTER L 

THE PRINCIPLES OP THE ACTION OP STEAM-WORKING VALVES. 

The regulation of steam, in its application as a motive power, is of the 
utmost importance ; and it is for that reason that all engineers who design 
and construct steam-valves and their motion-gear, should consider first 
the requirements that are suhject to the purpose, and secondly, the most 
simple and effectual mechanical arrangement possible that can develop 
them. In order, therefore, to probe this matter properly, we must 
dilate first on the principles of the requirements, and after that discuss 
the means for the mechanical development. 

The action of the steam in an engine-cylinder is designated under 
four headings, known as *'lead, cut-ofl^, expansion, and exhaustion," 
which are the principles of the requirements on which the arrangement 
of the valve and gear depends. 

Lead. — ^This is practically a certain quantity of steam that is admitted 
between the piston and the cylinder end, when the former is moving 
towards the latter, and thereby checks the momentum of the piston at 
each end of its stroke or travel, and prevents it from straining the 
piston and connecting rods, and disturbing the centres of the true posi- 
tions of the crank-pin and shaft. The position of the valve to cause lead, 
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is that it uncovers the steam-port, or opens the passage for the admission 
of the steam into the cylinder, before the piston completes its travel or 
stroke. So that the situation of the valve relative to its travel is said to 
be in advance of that of the piston under the same circumstance of rela- 
tion. The valve, therefore, has performed the greatest portion of its limit 
of motion in one direction before the piston has commenced the similar 
movement. Now the time allowed for lead will depend on the advance 
position of the valve, and as time is subjected to motion in this case, 
the relation of one to the other must be constant ; therefore, if we have 
lead for a high-speed engine, and the valve-gear is arranged for that 
purpose, we shall have the lead constant with a lesser speed, because — 
although time is subject to valve-speed— travel is subject to gear-motion, 
and if the lead is required to be altering with the speed, then the gear 
must be in connection with the engine-governor. 

Cut-off. — The quantity of steam that is admitted during the limits 
of lead and cut-off is the " supply ;" hence it is evident that the amount 
of supply is subject to the time allowed between the lead and cut-off, 
for the admission of the steam. 

Now let us put this matter graphically, for the purpose of demonstrat- 
ing the actual meaning of the facts in practice. Suppose we are looking 
at an engine-cylinder, and can see the internal details in it, we notice that 
when the piston has reached nearli/ to the end of the cylinder, steam is 
admitted into it by the valve, and thus the speed of the piston is 
checked, and when it has reached to the end of its travel, a certain 
quantity of steam is lodged between the piston and the cylinder end, 
which acts as a spring, or as it is often termed, " cushion" 

The piston is now seen to return and go ba,ck again, and immediately 
it moves the steam rushes in after it, and indeed impels it along, so that 
the more time there is allowed for supply the greater power is in the engine. 
But at a certain point of the piston's travel the steam is ** cut ojB^" and 
thus the supply is stopped. Now the main question here is ; how the 
steam was cut off ; whether slowly, by a gradual motion of the valve, 
or suddenly, by a quick motion. Suppose it were slowly, let us watch 
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the action. When the piston had moved for a certain distance from the 
end of its travel, the area of the supply opening began to be decreased 
by the valve passing slowly over the port, and continually decreasing its 
opening until the port was covered by the valve. Now the powerful 
effect of steam is in direct proportion- to its quantity — pressure being 
excepted — and, therefore, when the valve began to reduce the area of 
the steam supply opening, the power was reduced from that moment, 
and gradually reducing also to the time of cut-off, so that with a 
gradual cut-off, the efficiency of the steam is lessened /rom the beginning 
of the action of cut-off to the stoppage of the admission. 

Let us now watch the action with a sudden cut-off. The piston is 
advancing as before from the end of the stroke, the supply of the steam 
being constant and the quantity in the cylinder increasing ; at a certain 
point the valve closes at once, the admission of steam is stopped, but 
as the supply was equal during the beginning of the motion of the 
piston to the point of cut-off, the power was equal also, and therefore 
no reduction ensued, as with the slow motion for the valve. 

Expansion. — The steam that has been admitted into the cylinder is 
now supposed to be cut-off from that proceeding from the boiler, and 
Qur attention must be directed next to what it performs ; for it is now a 
power without any assistance whatever, and indeed so self-reliant that 
all the energy it expends diminishes the original possessive power 
proportionately. This reduction of power is due to the piston being 
impelled by the eocpansive action of the steam situated between the 
cylinder end and the piston — including that in the steam passages 
leading to the valve. 

Here then we have a volume of steam exerting all its efforts to burst 
the cylinder, and as it does not do that, it pushes the piston onwards, 
but without any assistance whatever from the steam that is in the 
boiler; hence the power of the engine for a period, originates from the 
elasticity of the steam, the action of which in the cylinder is practically 
&s a steel spring that has been compressed, and on releasing it, all the 
power — excepting that absorbed by friction — ^that has compressed it, is 

B 2 
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given out again by the (spring's exertion to expand itself to its natural 
limit of extension. 

This is an analogous definition of the expansion of steam, and our 
next purpose is to describe how the original power is reduced pro* 
portionately to the limit of expansion. The reduction of tlie original 
power of the steam by expansion is due to one cause theoretically, but 
to two practically, in this way : the steam is said to be reduced theoreti- 
cally in pressure, or power, proportionate to its cubical expansion ; as 
for example, suppose a volume of steam at 60 lbs. per square inch 
pressure occupied one cubic foot, and it is permitted to expand into two 
cubic feet, the pressure will be reduced to 30 lbs., and so on in a 
similar proportion ; but in practice this reduction of pressure is more 
than quoted ; and the two practical causes alluded to are radiation and 
friction of the steam that produce it, so that the loss in practice below 
theory is equal to from 10 to 15 per cent. The friction is constant 
due to the pressure, but the radiation is less or more as the cylinder 
casings and steam supply pipes are covered or not. 

Exhaustion. — ^The steam is now presumed to have performed all its 
duty in the cylinder, and is being released to expand into the atmo- 
sphere or be condensed into its normal condition in the condenser. 
The action of the exhaustion should be as quick as possible, but unless 
the slide valve and ports are suitably arranged, the process is checked or 
slowest at the commencement instead of being the quickest ; in fact, 
the principle of exhaustion is that the piston shall be relieved from the 
pressure of the steam in front of it before it returns back again to the 
end of the cylinder. 

Suppose now, for the purpose of instruction, we resume our graphic 
description of the use of steam from the commencement to the com- 
pletion of its duty under the heading of — 

Action of one volume op the steam during one half the revolu- 
tion OP the crank-pin. — The piston is at one end of the cylinder; the 
valve has sufficiently uncovered the supply-port for ** lead;" the connecting 
rod and crank are on the same line of position ; the crank-pin rises ; the 
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Fig. 1. 




c " d 






1 


m 



piston moves; in rushes the steam after it, and continues to fill the 
space in the cylinder with equal pressure until the valve suddenly closes 
the port; *'the cut-off" here occurs and also at this point *' expansion" 
begins. The piston is now, say at one one-third of its travel, and the 
crank and connecting-rod at the relative angles. The steam drives the 
piston before it, and as the crank-pin is now traversing the portion of 
its travel that is most coincident with that of the piston, the momentum 
is at its utmost limit of power. At, say about 
seven-eighths of the piston's travel, the valve 
uncovers the exhaust port; away rushes the 
steam from its duty in the cylinder and leaves 
the piston to itself; and here happily the momen- 
tum left in the crank-pin is transmitted to the 
piston, which carries it on to the end of the 
stroke. The crank and connecting rod are now 
on the level line again in the opposite direction 
to that before; and the ''lead" occurs again 
also at the opposite end of the cylinder. 

The principles of the correct method of regu- 
lating the use of the steam in engines is 
therefore ample " lead " in proportion to the 
speed of the piston; instantaneous "cut-off;" 
maximum ** expansion ;" and immediately total 
■' exhaustion '* during each stroke of the piston. 
To make tliis matter perfectly understood we 
illustrate by Fig. 1 the limits of the inside -j^ 
lines of a cylinder, with the piston in three 

... J • !• J T t i» . Diagramsof the positions of the piston 

positions, and an mdlCatOr diagram whose limits of an engine, atoccm-renceof «Mead. 

• .-t ji rni_ j^ 'f cut-off, expansion, and exhanstion,' 

agree witn tnem. Ine return positions are with the corresponding indicator 
shown by dbtted lines, also the relative indicator ^*^«™°^ 
diagram. These diagrams sue perfect, and demonstrate a similar arrange- 
ment of gear and valves ; this is theory, however, and we will now 
turn to the practice and see the width of the disagreement. 




jterninaVion op expansion 

I i AND 

ICOMMDiC^MENTwEXHAUSTION. 
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CHAPTER II, 

THE HISTORY OP THE PRACTICAL APPLICATION OF VALVE-GEARING. 

The most reliable history of the original adoption of valve-gear in steam 
engines has been written by a Doctor Desaguliers, who not only was 
an eminent philosopher, but also a practical machinist, and in his 
courses of " Experimental Philosophy," dated 1744, he states : — 

"About the year 1710, Thomas Newcomen, ironmonger, and John 
Cawley, glazier, of Dartmouth, in the comity of Southampton, made then 
seversd experiments with the steam-engine in private, and having brought 
it to work with a piston, &c., in the latter end of the year 1711, made 
proposals to draw the water at Qriflf in Warwickshire ; but their inven- 
tion meeting with no reception, in March following, through the 
acquaintance of Mr. Potter of Bromsgrove, in Worcestershire, they 
bargained to draw water for Mr. Back of Wolverhampton, where, after 
a great many laborious attempts, they did make their engine work. 
They were at a loss about the pumps, but being so near Birmingham, 
and having the assistance of so many admirable and ingenious work- 
men, they soon came to the method of making the pump-valves^ clacks^ 
and buckets ; whereas they had but an imperfect notion of them before. 
One thing is very remarkable. At first working, they were surprised 
to see the engine go several strokes and very quick together, when, 
after a search, they found a hole in the piston which let the cold tmter 
in to condense the steam in the inside of the cylinder, whereas, before, 
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they had always done it on the outside. They used before to work 
with a buoy in the cylinder inclosed in a pipe, which buoy rose when 
the steam was strong, and opened the injection-pipe and made a stroke, 
whereby they were capable of only giving six, eight, or ten strokes in 
a minute, till a boy named Humphrey Potter, who attended the engine, 
added what he called scoggan^ hy which the beam of the engine always 
opened arid shut its own valves, and then it would go — entirely without 
the attendance of a man — ^fifteen or sixteen strokes in a minute. But 
this being perplexed with catches and strings, Mr Henry Beighton, in. 
an engine he had built at Newcastle-on-Tyne in 1718, took them all 
away, the beam itself supplying aU much better ^ 

So that from that date self-acting valve-gear for steam-engines 
was adopted, and, although in a crude state, performed its duiy with 
precision sufficient enough to be adopted for regulating the supply of 
the injection-water also ; and con- 
sisted of an arrangement of levers 
and catches that opened the steam- 
valves and injection-cock by the 
levers being raised and lowered 
by tappets on the working-rod, 
which was descending or hung from 
the beam of the engine. The entire - 
aflGsdr was of course of the primitive 
order, and therefore very defective. 

In the year 1769, Mr. Smeaton 
made a beam, single acting, steam- 
engine with the valve-gear arranged 
pretty much as Beighton s, and in 
the year 1775 another engine 
with improved valve-gear, which 
we illustrate by Fig. 2, the descrip- 
tion of which is as follows : — 

"A is the lower corner of the 




i • I 

Front eleTatioii of Smentoa s Valve-gear for his tin^fit- 



adiug Steam Beam-Engine of 150 "ft"'"*! 
power, made in the year 1775. 



bone- 
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cylinder, A A' A', the injection-pipe, B, the injection-cock, B F, iU 
handle or spanner passing between the forks of the bent lever E Z P P', 
called the F lever, by which the cock is opened and shut. The tail 
Z 12 of this F lever is, by the downward motion of the plug-tree 
P, forced from the position shown by the dotted line Z 18, into 
the position in which it is seen in the drawing, and it is there 
retained by the catch III. While the lever is in this position the 
injection-cock is shut, the steam from the boiler is flowing into 
.the cylinder, and the piston is rising. When the piston has nearly 
reached the top of its course, an apparatus attached to the plug-frame 
P, draws up the catch 1 1 Ij and releases the F lever, which is forced 
into the position 18 Z, by the bob or weight 16, carried by its end P', 
and the consequent movement of its fork P opens the injection-cock ; 
T a? 1 1, 9, is the Y lever or tumbler, which acts upon the stirrup rod k 
attached to the spanner of the regulator, as in Beighton*s gear. The 
range of the tumbler's motion on each side of the perpendicular is 
regulated by its check-cord T I, which is passed round a roller I, 
furnished with a paul and ratchet, so that its length may be adjusted. 
The tumbler is moved by pins in the plug-frame P, acting upon its 
bent arms x S,w 7. 

" In the left-hand comer at the bottom of the illustration is seen a 
representation of a slider, which may be fixed upon the plug-tree in- 
stead of the pins, to work the lever. There is both a side and a front 
view of the slider. Q R shows a part of the plug-tree, V the slider, and 
W 20 20 two screws for retaining the slider in its place. By this 
means the working-stroke may be adjusted much more surely than by 
the pins or plugs. , 

" The working of the injection-cock by the forked end of the P lever 
was found to be defective, and Mr. Smeaton, in the engines which he 
afterwards construct,ed, fixed a toothed sector on the end of the lever, 
which was made to act upon a toothed wheel, carried by the axis of the 
injection-cock, somewhat in the manner of the parts of Beighton s gear 
already mentioned." 
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Fio. 3. 



The memorable James Watt, in the year 1788, made a vast improve- 
ment on Smeaton's engine, by making it double-acting, and the valve- 
gear is shown by Fig. 8, which is a drawing of one of the valves and its 
working gear, also a part of the air- 
pump rod, formed of wood, called 
the plug-frame or plug-tree, on which 
are two projecting plugs of wood to 
work the upper and lower valves. 
As the plug-tree moves up and 
down, the plugs strike the handles 
or working gear of the valves, and 
open or shut them at the proper 
instant. The valves are called coni- 
cal valves, because the small cover 
which closes the opening of each 
nozzle under the valve is slightly 
tapered downwards so as the more 
readily to fit its seat, and each is 
lifted from its seat by a small toothed 

rack and pinion moved by a spindle side elevation of Watfs Valve-geai-, and aectiuna of 

from without, communicating by L*JS,r;^^!L"^^^y^ 

rods with the valve gear. When 

the plug-frame descends, the valve is closed by the plug, and the valve 

is shut. 

Mr. Murdock, Mr. Watt's assistant, very much improved the valve- 
gear for beam steam-engines— over Mr. Watt's arrangement as shown 
by Fig. 3, above — and the result of his labours was the now well- 
known " Cornish " valve-gear, as shown in side and end elevations by 
Fig. 4, which was introduced as fer back as 1820, and of course has 
been improved in detail since, which we shall notice, but the main 
portion is even now as at the date mentioned. Soon after that time 
the vertical direct acting engine came into use, and with it the cam and 
eccentric motion for working the slide valve. Next was introduced the 
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horizontal engine, with the valve-gear of the former applied for the 
same purpose. 



Fio. 4. 




Side and End elevations of the Valves and Gear, as fitted to 
the Cornish Steam Beam* Engines in the year 1820. 

A drawing of the original cam and frame is shown by Fig. 5. They 
are shown in three positions : first, cam at full stroke, to the left hand; 

Fio. 5. 




Elevations of the original Cam and fnimc Valve-gear, as introduced in tlie year 1820, 

next, at half stroke ; and third, at full stroke at the right hand. After 
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the introduction of those, cams were made of almost every conceivable 
shape, as illustrated by Fig* 6. 



Fig. 6. 




End elevatioDs of a series of Gams for imparting motions to the \2lrm of Steam Engines as ased from the 

year 1821 to the yeai* 1870. 



A. Brood Cam with straight sides. 

B. ,, „ with curved sides. 

C. „ „ with straight and carved sides, 

D. ff M cui'ved sides and round comers. 
K. „ „ straight sides and round cornel's. 

F. Narrow Cam with parallel straight sides. 

G. n n with carved sides. 



H. Narrow Cam, with semicircular driving edge. 



I. 
K. 
L. 
M. 
i\. 
O. 



with elliptical driving edge, 
with elliptical driving edge, 
with uneven sides, 
with concave and convex sides, 
with convex and straight sides, 
pointed. . 



Next came the gear, as shown by Fig. 7, which imparted a reciprocal 
but constant motion to the rod, whereas the cam permits the rod to be 
stUl for a period, the time of which is proportionate to the form of the 

driving part of the cam. This gear is used in 
the present day for donkey-engine pumps. 

Following that, the eccentric band and cam 
were used, as depicted by Fig. 8, which is 
Fia. 8. 





1^ 



7 

/ 

/ 

Crank-pin and Stop-valve Gear, in- 
trodaeed in the year 1820. 




Narrow Cam and Ring Valve Gear, introduced in the^ear 1820. 
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merely a cam of the narrow order enclosed in a ring, and that ar- 
rangement was the beginning of the eccentric motion for valve-gear, 
as illustrated by Fig. 9, 



Fio. e. 




«ip=: 




fioomtrio-Hotioii for VtHTe-Gesr, Introdaoed in the year 1820L 

This was really a great improvement over the cam-motion, because 
it was practically applicable for quick speed engines, for which the cam- 
motion is not ; but even with that attainment the inventive mind was 
not content, for in the year 1830, Mr, Melling, the then locomotive 
superintendent of the Liverpool and Manchester railway, introduced a 
form of valve-gear as illustrated by Fig. 10 ; for locomotives were in 

Fia. 10. 




Melling's Slotted Lerer and Connecting-rod motion for Valvo-Qear, invented in tlie year 1830t 

full use then, and thus the valve-gear had had great consideration by 



Digitized by 



Google 



OF VALVE-OEARING. 18 

the leading raUway engineers, Mr. Melling considered that he could 
supersede the eccentric by putting a stud midway of the length of the 
connecting-rod, and attach thereto a slotted end lever, by which con- 
nection a slip of the connecting rod's motion would reduce the travel- of 
the other end of the lever sufficiently for what was required for 
working the slide valve as shown. It will be noticed also that the 
centre of the stud describes an ellipse, and we may explain, too, that 
the motion imparted to the valve by this arrangement is the slowest 
when it should be the quickest, such as for " supply steam " and " cut- 
off,*' hence it was never universally adopted. That fact, however, did 
not prevent Mr. Hawthorn, in the year 1838, from introducing his 
arrangement, as illustrated by Fig. 11, which is similar to Melling's, 

Fio. 11. 



=24=9 




Hawtliom's Slotlcd Lcvei* and Connecting-rod motion for Vnlvo-Gcar lor Loco- 
motive Engines, invenU>d iu the year 183tf. 



the connecting-rod having a stud ixi it, and the working lever being 
slotted where attached thereto. 

We here pause in our systematic historical travel, and direct the 
readers attention to the fact that^ when the locomotive engine 
was introduced in the year 1820, the "cam and frame'* were 
previously adopted for the valve-gear ; but as those were of no use lor 
reversing, a loose eccentric and band were invented, as shown by 
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Pig. 12. A Mr. Wood did this, the engineer of the Killingworth 

engine factory. 

Fig. 12. Mr. D. K. Clark, in his excellent 

— and, indeed, the only reliable — 
work on the locomotive engine, de- 
cribes this gear thus : " A lever was 
fixed upon and revolved with the 

<M 1 * r*u irir ^u t .- r. • drfviug axlc foTOied with a stud 

bide elevation of the Killmgworth Locomotiye Engine ,., , tfi^ i • 

Valve-Gear, being loose Eccentric and fixed Stops whlch entered and sKd frccly lU a 
for reversiog, used from 1820 to 1830. . . i • j i i i «• 

concentric groove cut in the body of 
the eccentric. The stud found its way to one end of the groove and 
determined the position of the eccentric on the shaft for the fore or 
back gear. The small end of the eccentric rod was permitted some 
longitudinal play in the eye of the intermediate lever — adjustable by 
nuts." 

We here remark that this method of permitting the eccentric to slip 
for a certain length of arc on the shaft is precisely as that adopted in 
the present day by marine engineers for the "single eccentric" revers- 
ing gear for oscillating paddle-wheel engines. 

After the adoption of the loose eccentric in 1820, Mr. Clark in his work 
informs his readers that gabs or levers were adopted on the end of the 
eccentric rods to impart proper motion to the levers in connection with 
the valve rods, and many arrangements were proposed for that purpose 
up to the year 1840, when Stephenson improved on the whole by 
introducing his arrangement as shown by Fig. 13, on the next page, 
and this motion being the most simple, was of course the most direct. 

The use of steam expansively in the locomotive cylinder, a little 
before this date, had not had much practice. Watt, bear in mind, had 
accomplished it with his engines, but he worked their pistons at a slow 
reciprocating motion, and the cylinders were roomy, and, therefore, 
time and space were at his disposal for the expansion requirements. But 
the locomotive engineer had to contend with a quick motion for the 
piston ..nd a small cylinder to accomplish the same result, if possible, as 
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Watt did. The slide valve applied had no lap, so to speak, for it only 
covered the outer edges of the supply ports, ^^th of an inch, when at 
half stroke. Wide bars were cast between the supply and exhaust 

Fio. 13. 



Stopbensou's Gab and lever Valre-Gear for Locomotive Engines, for reversing 
with two Eccentrics, applied in the year 1840. 

ports, and the valve had no proportion relative to its duty, so the result 
was, that the admission of steam occurred for nearly the entire stroke of 
the piston, and its expansion was only momentarily, while the ex- 
haustion began when the piston completed its stroke, and Jinished after 
the return travel was a good way entered on. 

That way of regulating the steam was of course the worst possible, 
and if the engineers in question had tried their utmost to have exceeded 
the evil by any other means they could not have done it so successfully. 
Their knowledge, therefore, of the actual properties of steam must have 
been very vague, so much so indeed that they were using it without 
any discrimination. The only fact apparent to them must have been, 
that the steam when it got into the cylinder must be allowed to escape 
from it, and thus their aim was accomplished by the valve alluded to as 
used in the year 1838. At that date the engineers were put to their 
wits' ends how to reduce the consumption of the fuel, for that matter 
made a great hole in the profits of railway management ; and the result 
was that the slide valves were after then, made with an outside lap of 
from ^th to |th of an inch, varying by xV*^^ ^^^ i*^> when in the 
year 1840 one inch lap was adopted. And thus nearly one-half the fuel 



Digitized by 



Google 



16 



HISTORY OP THE PRACTICAL APPLICATION 



Fig. 14. 




was saved because one half the steam was used» and time and area per- 
mitted for its expansion and exhaustion. The locomotive engineer was 
not, however, content with outside lap for the valve only, for even before 
the last date quoted, or in 1839, Mr. John Gray applied his invention of 

expansion-gear, as shown by Pig. 
14, to the "Cyclops" locomotive 
engine on the Liverpool and Man- 
chester railway, which produced 
an economy of fuel amounting to 
12 per cent, over the other engines 
then in use. 

Mr. Clark in his work describes 

Gray's Slottol-Valve-Gcnr for Locomotive Engines, for thls gear aS foUoWS ! " The pin 
altering the Grade of expansion, practically applied in ^ ., . . ^ . • 

ihe year 1839. of the ccccntnc rod works m a 

segmental lever curved to the radius of the rod, the upper end of which 
is linked to the valve spindle. Thus the lever, being concentric with 
the fore rod at the beginning of the stroke, the rod can be raised or 
lowered in the slope of the lever to any required distance from the 
fulcrum, which of course regulates the travel of the valve while the 
lead remains unchanged. The reversing mechanism consists principally 
of a wrought iron frame which slides horizontally on two fixed pivots 
and carries rollers, which, working in grooved levers linked to the 
eccentric rods, places these rods in and out of gear with the segmental 
lever, as required. The action of reversing is in this mechanism very 
suddenly performed in the quick bends of the grooved levers. And 
accordingly in practice very great manual power was demanded for the 
operation." . 

At the same time as Mr. Grey applied his gear, Isaac Dodds and 
William Owen of York invented and patented an arrangement of 
expansion-gear that has been often termed " Dodd's Wedge Motion,'* 
which is shown by Fig. 15, in two sectional and two complete views. 
This arrangement consists of the eccentrics being mounted on their 
shaft between guide pieces or ears fixed thereon, so as to prevent the 
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eccentrics sliding laterally on the shafts, but allowing them to move 
between these ears transversely. The parts which move the eccentrics 



Fio. 15. 




Dodd's " Wedge-Motion" for shifting the eccentrics, to alter the cut-off and reversing, 
invented in the year 1839. 

more or less from the centre of the shaft, are inclined planes or wedge- 
shaped pieces sliding laterally upon the shaft, and passed tlirough slots 
or openings in the eccentrics, so that as they are forced through them 
they shall change the relative positions of the centres of the eccentrics 
and shaft. These wedge-shaped pieces ai-e securely connected to the 
shaft by keys working in long slots, to prevent the inclined planes 
slipping round upon the shaft, consequently they are made to revolve 
with it, and by passing through slots in the eccentrics also cause them 
to revolve with the shaft. The inclined planes or wedges are connected 
to a clutch box moved by a forked lever, used to slide them laterally to 
and fro upon the shaft without interrupting their rotatory motion. 
Dodd and Owen proposed also at the same period another method, as 

c 
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Fig. 16. 




illustrated by Pig. 16, in two views, sectional and complete. This 
mechanism is also mounted on the rotatory shaft, and acts upon the 
eccentrics belonging to the valve motion so as to change their position. 

It consists of an inner tube or long collar 
embracing the shaft, and mounted so as 
to slide laterally along it and at the same 
time partly around it, like the motion of 
an inside screw around an outside screw. In 
this tube or collar is formed a curved slot 
or groove, and upon the rake or inclina- 

□._l--^ .-.-_.^-^— ^- -p— tion of the curve of this slot depends the 
' \^'^ j y movement of the eccentric. On the shaft 

11 ^^11 1--- — I--J H—^ is fixed a pin or stud, which projects 

into this groove; and, therefore, when- 
^^,, oi .TTT. „ . r evi^. ever the collar or tube is moved longi- 

Dodd's Slot and Wedge-Motion for Shifting ,. „ , n ii • -n 

the eccentrics, and alter the cut-off and tudmally aloug the shaft, the piU Will 
reversing, invented in the year 1839. ..- .. ., •jiji 

cause it, by its connection with the groove, 
to move around the shaft. The eccentrics are fixed upon another, 
or outer, tube or barrel embracing the shaft and inner tube, or 
they may form the tube itself, but is prevented moving longitudi- 
nally by means of a fixed collar on the shaft and coupling piece. 
This outer tube or barrel is securely connected to the inner one by 
means of a key or feather and a slot, capable of sliding one along the 
other, so that whenever the inner tube is moved laterally along the 
shaft it will be drawn out of the interior of the outer barrel ; and in 
consequence of the pin on the shaft being in connection with the curved 
groove, the inner tube will be made to move aroimd the shaft ; and 
this inner tube, by means of its connection — the key and slot — will 
cause the outer barrel to move with it in the same direction, with 
increased or decreased rotatory speed to that of the shaft, and, conse- 
quently, the eccentrics will be made to move into another or opposite 
position and change their places upon the shaft. If thought desirable 
the curved slot or groove may be formed upon the shaft and the pin 
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fixed in the inner tube, and by tliis arrangement of the parts the same 
effect will be produced. Both of those methods were soon after more 
practically arranged, as shown by Fig. 17, by Mr. Dubs, of Glasgow. 



Kio. 17. 
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Dodd's Wedge-Motion as arranged by Dubs, in the year 1842. 



The next approach to Dodd's gear is Fenton's, and that is shown in two 
views by Fig. 18, which is a combination of sliding eccentrics and link 



Fig. 18. 




Fenton's Sliding-Eocentric Valve-Gear for Locomotive Engine:*, introduced in the year 1842. 

motion. The eccentrics are fixed on the shaft by a spiral feather, which 
adjust them also to any angle for the grade of cut-off and lead. Tlie 

c 2 
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link is hung on a fixed centre and the connecting rod of the valve rod is 
slotted as shown. 

In the year 1842, Mr. Crainpton, the then well-known locomotive 
engineer, invented, and patented his arrangement of link motion, as 
illustrated by Fig. in. The left-hand arrangement shows the eccentric 



Fio. 19. 




Cramptoi/s Link Motion for Locomotive Engines lor reversing, patented in the yeai* 1842. 

out of gear, during which, while in motion, the end of the eccentric 
rod works backwards and forwards in the widest or enlarged part of the 
groove on the lever, without causing the same to vibrate ; but when 
the handle is shifted in the direction of the arrow to the first notch in 
the quadrant, the end of the eccentric rod is forced upwards into the 
narrow part of the groove until the rod forms an angle of about twenty- 
one degrees with the centre line. The motion of the eccentric will now 
give a reciprocating action to the lever and the valve rod. When the 
eccentric rod works at an angle of twenty-one degrees, as described, the 
slide valve is arranged so as — with a lap of about one inch — to cut-off 
the steam at about seven-eighths of the stroke of the piston. By forcing 
the handle still further in the direction of the arrow to the last notch 
on the quadrant, the end of the eccentric rod will be raised to the top of 
the grooved lever, and will then form an angle of about fifty-nine 
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degrees with the centre L'ne. The valve will then cut oflp the steam at 
about one-third of the stroke of the piston. By fixing the liandle' at 
any of the intermediate notches, the cut-off of the steam will range 
between about seven-eighths and about one-third of the stroke of the 
piston. By moving the handle back in the opposite direction to the 
arrow to the first notch on the other end of the quadrant, the end of the 
eccentric rod will be forced into the lower end of the lever, and the action 
of the slide-valve reversed, the steam being cut-off at about seven-eighths 
of the stroke, as in the forward motion of the engine. The eccentric rod, 
when inclined at the angles mentioned, will only permit the steam to be 
cut off in the proportions mentioned when the end of the valve rod is at 
the lower end of the slot. When the end of the valve rod is raised, the 
angles formed by the eccentric rod must be increased a few degrees. 
The formation of the curve of the groove in the lever is struck from the 
centre of the eccentric at the time the piston is at either end of the stroke. 
The eccentric must be fixed on the axle with the full part at a right 
angle to the centre line drawn through the centre of the eccentric and 
the axis of the lever, when the piston is at one end of the stroke. The 
arrangement on the right hand shows that the end of the eccentric rod 
is at the bottom of the groove of the lever, and the end of the valve 
rod is at the top of the slot, level Avith the top of the fork or gib ends : 
the slide valve being arranged tx) cut off at about three-fourths of the 
stroke, and give about five-eighths of an inch lead of admission. The 
lead for admission may be diminished by shifting the handle of the lifting 
lever a small distance in the direction of the arrow, which will raise the 
end of the eccentric rod and the link, and lift the fork from the stud 
on the short end of the small lever, and allow the tail tend of the 
small lever to fall by the weight of the end of the valve rod, in con- 
sequence of which the travel of the slot and valve will be diminished. 
The valve rod is made to lift more than the eccentric rod, in such 
proportion as not to alter the cut-off of the steam by the inclina- 
tion of the eccentric rod. The eccentric is thrown out of gear by 
raising the end of the eccentric rod to the middle or enlarged part of 
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the groove on the lever, by forcing the handle to the notch on the 
middle of the quadrant. The engine is reversed by forcing the handle 
to the opposite end of the quadrant, which raises the end of the 
eccentric rod to the top of the groove in the lever, and at the same 
time raises the link, and the tail end of the small lever, in con- 
sequence of the stud being lifted by the bottom of the slot. 

It is obvious that the principles c^ Gray's and Crampton's gear are 
pretty much the same, and that, alu^.ough the inventors accomplished 
the same result, the mechanical contrivances were different, but both 
very complicated. Dodd's and Fen ton's gear were less intricate, but 
not at all simple or certain ; they, of course, used less detail than the 
other two, but at the cost of imperfect action which was nearly obviated 
by the link. Gray had first hit on an approximation of the require- 
ments, and Crampton followed him, and he was tracked by Williams of 
Newcastle, who brought out the arrangement shown by Fig. 20. 



Fig. 20. 



REvewsiwc ttun 




Williams' Link-Kocentric Valve-Gear for revei-sing engines, proposed in the year 1842. 

That was an outburst of genius, and nothing short of a really inven- 
tive mind could ever have conceived it. And as Mr. Clark, in his work 
states, '^t was rude and even impracticable;" but yet tlie idea for 
simplicity was good, and so far so tliat it doubtless paved the way for 
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the introduction of the now well-known " Link-rnotion^^^ which was first 
invented by Mr. Howe of Newcastle in the year 1842, and in the year 
1843 it was practically applied by Messrs. Eobert Stephenson and Co., 
as illustrated by Fig. 21. 

Fig. -21. 

8EVERSINC ROD 




Howe^te}>henson*i» Liuk Motion for Locomotive Engines, applied in the year 1843. 

It is really worth remarking here that all the prior inventors to that 
date must have worried themselves tremendously to have carried out 
their complicated arrangements ; for their aim being vague was far short 
of the requirements for perfection of result, as much as their mechanical 
contrivances involved almost every conceivable complication possible ; so 
that the little they understood about the regulation of steam in the 
engine cylinder was developed in the most adverse way for success. 
Indeed they must have forgotten that " wear and tear," as the phrase 
goes to express friction and the reduction of the strength of material, 
should always be considered primarily in relation to the efficiency of 
any mechanism, and in no case more so than the valve-gear of the 
steam-engine. 

But to return again to our historical duties : in the year 1843, Mr. 
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Hawthorn, of Newcastle, improved on the arrangement he invented in 
1838, as shown by Fig. 1 1 on page 13, and patented the valve-gear as 
illustrated by Fig. 22. The peculiarities of this arrangement are that 
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Hawthorn's combined Link-Motion and Kxpansion Gear iov Locouiolive 
Engines for two Sli.le Valves, jxiteiited in the year 1843. 

whereas steam had been heretofore used expansively in locomotive as 
well as other steam-engines, but in the case of the former with com- 
paratively small advantage ; for though by varying the stroke of the 
slide valve the steam is cut off at various portions of the stroke of the 
piston, yet at the same time the passages for the ingress and egress of 
the steam are constantly being changed, so that little or no benefit 
results from that mode of expansion. And whereas also there was great 
difficulty experienced in keeping the slide valve steam-tight, or in 
what may be called a perfect working condition, in consequence of the 
constant variation in the stroke, which tends to wear the surface or face 
on which it works irregularly. This was thought to be obviated by adapt- 
ing to locomotive engines an auxiliary expansion slide frame, which fits 
with and works upon the same surface or face, and is actuated by the same 
eccentrics as the ordinary slide valve, whereby the said defects arising 
from the variation in stroke are fully remedied. This slide valve is 
kept constantly steam-tight, and rendered regular and uniform in its 
action, and the steam may be applied with full and unimpaired force 
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until cut off, and may be cut off almost instantaneously at any portion 
of the stroke of the piston. 

The ordinary slide valve is placed in a horizontal position, and 
worked directly from the driving axle by two ordinary eccentrics. The 
coupling link is of a peculiar form, which is contrived to diminish as 
much as possible the friction and wear upon the slotted ends of the 
eccentric rods and the connecting pin ; the wide space in the middle 
p:irt of the link allows the eccentric rods to work without moving the 
sUde valve, so that the valve is constantly at rest, and closely shuts the 
ports when out of gear. The auxiliary expansion slide frame is fitted to 
and works upon the same surface or face as the main slide valve. There are 
projections on the inside of the expansion slide frame, so that when the 
frame is in motion it overlaps alternately the ends of the slide valve in 
a greater or less degree, according to the amount of the expansion. 
The valve rod is attached to the expansion slide frame in the usual 
manner, and made hollow, in order that the rod of the ordinary slide 
valve may pass through it, or it may be made also solid, similar to that 
of the slide valve, and worked through a separate stuffing box either 
above or at one side of the slide rod. The fixed pivot or short weigh 
bar supports the two levers that are worked or fixed upon the said 
pivot or short weigh bar, as the case may be ; the lower end of one 
of the levers is connected by the links and the rod to the expansion 
slide frame, and the upper end of the other lever is connected by 
the rod to the back eccentric, or for working the engine backwards, 
so that by the gearing thus described the said eccentric communicates 
its motion to the expansion slide frame. There is a groove or slot in 
which the pin at the end of the rod moves ; and also gearing by which 
the engine driver can vary the position of this pin at pleasure, and 
thereby cause the stroke of the expansion slide frame to correspond 
exactly with the amount of expansion required. A dial is placed 
at the foot plate in view of the engine driver, which indicates minutely 
the amount of the expansion at any part of the stroke. When ex- 
pansion is not required, the pin is raised into the loop, and at the same 
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time the inclined surfaces on the end of the lever press against the pins 
which keep the expansion slide frame firmly secured and at rest when 
out of gear, and thereby prevent all unnecessary wear and tear. 

This arrangement was the first of its kind to cut oflP the steam by a 
separate valve with the use of the main valve. 

In the year 1844, Mr. James Petrie, of Lancaster, came forward in 
the ranks of inventors, with his idea of what a separate cut-off gear 
should be, which was an arrangement of a cutting-off ** plate- val ve " 
placed in the inside of the main valve, and both being worked by a cam 
and an eccentric. The form of the valves and casing for each end of 
the cylinder is shown by Fig. 23, in side and front sectional elevations : 



Kio. 23. 




Petiie's corabineJ Main and Plato, cut-off Valves for using the Steam eipaiMively 
in the Cylinders of Land Engiues, patented in the year 1844. 

the mechanical peculiarity is thus : — The partitions which separate the 
steam supply end from the exhaust end are placed near to the exhaust side 
of the bars, which traverse across the ports in the facing on the nozzles 
of the cylinder, so as to make suflScient room for the sliding or " cutting 
off" plates ; there is also another bar across the face of the valve at the 
extremity of the steam end ; the spaee between the bars forming a port. 
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These two bars are finished to a plane surface on both sides, viz., on 
the side which slides on the facing on the cylinder nozzle, and also on 
the side enclosed by the semicircular part of the main valve ; on the last- 
mentioned surface is the sliding plate or *' cutting-off " valve for cutting 
off the steam, and both valves are connected together by means of rods 
passing through stuffing boxes in the bottom of the top steam box, and 
in the top of the bottom box ; these two sliding plates are connected 
with gear hereafter described in such a manner as to cause them to 
partake of the motion of or move along with the main valves for any 
portion of the stroke, and also to move on the inside facing of the main 
valves, so as to close either of the openings, and thereby cut off the 
steam for the remainder of the stroke. When the sliding plate covers 
the port in the face of the lower main valve, the top sliding plate is iii 
such a position to leave the port in that valve uncovered and vice versd. 
The cam and eccentric gear is shown in side elevation and plan by 
Fig. 24. The eccentric is made broader on the periphery or edge than 
usual, and has a groove turned 
in it, as in common, for the re- 
ception of the clips connected to 
the common eccentric rod. This 
groove is close to one edge ; and 
on the remaining portion of the 
breadth is fitted a moveable cam. 
The edge of this cam is concen- 
tric with the eccentric, except at 
the two inclined portions. These 
inclined portions act on fric- 
tion rollers that are connected 
to an elliptical ring, to which is 
attached a rod which leads to the I 
" cut-off" valves. This elliptical 
ring is steadied by guides so as 

to•^^«.^ ^«l„ :». « J' ^l.^^ 'i.!- Petrie'i combined Cam and Eccentric Valve Gear, for two 

move only m a direct hue with SUde-Valves for Laud Engines, patented in the year 1844. 



Fig. 24. 
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the respective rod to which it is attached. The point at which the 
steam is cut off is varied by shiftiog the movable cam, on the common 
eccentric, either forwards or backwards as required. As the cam revolves 
along with the eccentric, and as the acting surface of the cam is, as 
stated before, concentric with the eccentric, except at the projections, this 
motion will alternately draw the cam rod backwards and push it 
forwards. Mr. Petrie, also, at the same time, proposed an arrangement 
of gearing in connection with the engine-governor, which was a very 
complicated combination of bevel and mitre wheels, worm and wheel, 
cams, and sun and planet motions, with levers and ^veigh shafts, 
eccentric rods, and the necessary details attending the whole. 

After Mr. Petrie, Mr. Leigh of the same county, came, in the year 
1849, with his appeal for a patent, which was granted for his invention 
of valve-gearing as particularly applicable to oscillating engines for 
marine purposes, which class of engine had just then came into con- 
sideration : we may mention also that Mr. Leigh trod pretty hard on 
Mr. Petrie's toes in this matter as far as the worm and wheel, and sun 
and planet motions were concerned ; although Mr. Petrie shows his 
application as for stationary engines. 

Mr. Leigh's valve-gear is shown in side and end elevations by 
Fig. 25, and the arrangement of the detail is as follows : — Upon the 
crank shaft is keyed or otherwise firmly attached an eccentric for the 
purpose of effecting the ordinary motion of the slide valves, surrounding 
which eccentric is formed a ring having a spur wheel with internal 
teeth formed therein. Mounted loosely upon the boss of that eccentric is 
another eccentric from which a rod passes, that is connected with the 
expansion valve : this latter eccentric is provided with a similar spur 
wheel as the fixed one. A worm wheel is also mounted loosely upon 
the boss of the eccentric and carries within it, by means of a short shaft 
turning freely therein, four small pinions, one pair of which pinions 
gear with the teeth of the toothed wheel upon the fast eccentric, and 
the other into the similar wheel attax?hed to the loose eccentric, so that 
as the fast eccentric revolves with the crank shaft, it will by means of 
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its toothed wheel and pinions turn round the other pinions, which will 
communictate motion through the spur wheel to the loose eccentric, 
at an uniform speed and in the same direction with that of the fast 
eccentric, providing that the worm wheel shall remain stationary ; in 
which case the eccentrics will actuate the slide valves and expansion 
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Leigh's combined Tooth-wheel and Eccentric- Gear, for two Slide Valves 
for Oscillating Maiine Engines, patented in the year 1849. 



valve uniformly at every stroke of the engine. But if the said worm 
wheel shall be caused partially to revolve, then, by means of the pinion, 
the loose eccentric will be caused to move around the crank shaft, and 
its position relatively with that of the fast eccentric will be altered ; and 
in order to efiect this, a worm wheel is connected with the governor of 
the engine by means of a worm mounted on a shaft, the other extremity 
of the said shaft being provided with a roller running upon a friction 
disc. 

In the year 1850, Mr. Charles Atherton, of Devonport, patented a 
series of mechanical arrangements for adjusting the " throw " of the 
eccentric by a regulating screw and nuts, and also by gearing, and other 
nearly similar contrivances diversely situated : the pith of his entire 
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Fig. 26. 




Atherton's Adjustable Kccentric for attaining a range 
of cut-offs with cue Valve, patented in the year 1850. 



proposals is embodied in the arraDgement illustrated by Fig. 26 in two 
sectional views ; which is that the body part of the eccentric is so 
formed as to enclose or contain a block which surrounds the crank shaft 

and is fixed at an angle thereon. 
The eccentric proper has fixed in 
its body a regulating screw, that 
passes through a hand nut, and on 
turning the hand-nut, the eccentric 
can be shifted in either direction 
as required. We have added the 
eccentric in halves and the con- 
necting pins and keys to Mr. 
Atherton's imperfect drawing ac- 
companying his specification so as 
to make it practically understood 
here ; it may be noticed, also, that 
the hand-nut may be turned around while the eccentric is in motion 
by means of a .ratchet, which can be shifted by a handle, and screwed 
rod attached thereto for that purpose. 

Mr. Atherton proposed nine different methods of valve-gearing in all, 
eight of which were far more complicated than that illustrated here by 
Pig. 26, they being a complication of — screws passing end to end 

against the shaft, screws one each side 
of the shaft, screws passing through the 
shaft, -and screws actuated by nuts or 
pinions^ which not only altered the throw 
of the eccentric but its angle also. Fig. 
\ _ii| i!jj u ^^^^^ 11 27, is of the latter order, and shows an 
7| vi \V PI 1^/ arrangement for altering the adjustment 

of the eccentric wheel without stopping 

''''':Xl^'^TJr:^^^:.:'^^^ the action of the engine or of the expan- 

in the year 1850. g^Qxi valvc. In this casc the regulating 

screw is fixed at each end to the rim of the eccentric wheel, and passes 



Fig. 27. 
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through the shaft, but in such position that the axis or centre line of the 
screw is not only parallel to the centre line but also passes through the 
axis of the shaft, and a nut, of which the circumference forms a bevelled 
pinion wheel, is attached to the shaft like a swivel, which on being turned 
round operates upon the screw. The four illustrations, Fig. 28, represent 

Fig. 28. 




Athertoa's Adjusbible Kcceotrics for attaining a range of cat-offs with one Valre, patented in the year 1850. 

three other arrangements of eccentric apparatus in which the regulating 
screw does not pass through the shaft, as in Fig. 27 : but two regulating 
screws are made to pass one at each side of the shaft, and each of these 
screws is fitted with a nut, the circumference of which is formed to form 
an endless screw wheel or rack work, which is operated upon and turned 
round by the tangent screws. And as these nuts are confined between 
the snugs or ears which project from the shaft or from the ring that is 
fitted to the shaft, while the snugs are so situated on the shaft that the 
centre line or axis of the leading screws shall be parallel to the centre 
line of the eccentric ; it follows, then, that the regulating screws will 
be so fitted that the centre of the eccentric wheel may be made to move 
in either direction on that centre line according to the direction in 
which the tangent screws are turned. 

Now, in order that the tangent screws may be turned in either 
direction, each end of the spindle of each tangent screw is fitted with a 
pinion wheel, and one side of the eccentric wheel is fitted with a spur 
wheel, as shown in the second view, running loose upon the saddle 
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FiQ. 29. 



concentric with the centre of the shaft, and in gear with the pinion. 
But when the other side of the eccentric, as shown by the third 
view, is fitted with a spur wheel running loose on the saddle, but 
communicating with the pinion by means of the intermediate wheel 
by which the pinion and wheel are always in gear — all of which 

parts are also shown by the section — then by 
such an arrangement the tangent screws can be 
turned in either direction, according as the 
wheels on the one side or on the other may be 
held ; or the toothed wheels, may be grooved 
pulleys, connected by bands so arranged as to 
produce the same result ; and for the purpose of 
stopping the wheels or pulleys, stop handles, as 
in Fig. 27, page 30, may be attached to the 
wheels or stop levers, so as to obstruct their 
motion ; or the stop levers may if required be 
so constructed as to be connected with the 
engine governor in such manner that the self- 
acting operation of the governor upon the expan- 
sive gear may regulate the speed of the engine. 
The most efficient portion of Mr. Atherton's 
patented ideas is his expansion valve which is 
perfectly equilibrium, and since the year 1850 has 
been largely used by land and marine engineers. 
Fig. 29 is a sectional elevation and plan of the 
valve and casing which is cyHndrical. The 
valve is merely a tube with apertures through 
its periphery and open at each end with a cen- 
tral boss throughout its length, into which the 
motion rod is secured. The valve casing forms 
a belted pipe, which is bored so that the turned 
cylindrical surface of the expansion valve may 
fit therein, and through the belted part of which, annular apertures are 




Atherton's Cjlindiical Eqiiilibrum 
Expnnsion Valve, patented in 
the year 1350. 
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likewise formed, of such dimensions and distances apart as to correspond 
with the apertures in the expansion valve representing the faces between 
the apertures. The steam has constant and free access to the interior 
of the expansion slide ; and it is obvious that if the valve apertures are 
opposite to the casing apertures the steam will pass and get access to 
the main valve ; but if the faces of the expansion valve are opposite the 
casing apertures^ then the valve faces will also cover those apertures, 
and the steam will not pass, but be what is termed cut-off. 

In constructing this expansion valve with a view to its being worked 
by the eccentric motion just before described, and produce the effect 
of cutting off the steam at any required period of the stroke for which 
the said eccentric may have been adapted, it is requisite that the length 
of the respective faces^ or spaces between the apertures, be not less than 
the radius of the largest circle which the centre of the eccentric wheel 
or centre of the crank pin of the crank motion can be made to describe. 

Nothing particular was done in valve-gearing worthy of record from 
1850 until 1855, when Mr. Alexander Allan of Perth invented and 
patented his now well-known " Straight Link-Motion." It may be 
well to state that link-motions at that period were divided into two 
classes, termed the ** stationary link ** and the " shifting link." The 
stationary link motion was also divided into two kinds, namely, those 
in which the block was connected to the valve connecting rod through 
which its motion is conveyed to the valve, and those in which the 
eccentric rods were connected to the block. In the former case the 
link was curved to the radius of the length of the valve connecting rod, 
and the concave side of the link was placed towards the valve, and in 
the latter case the link was curved to the radius of the length of the 
eccentric rods, and the concave side of the link was placed towards the 
eccentrics. With the shifting link-motion the eccentric rods are usually 
connected to the link which is worked on the block, the link being 
curved to the radius of the length of the eccentric rods, with the 
concave side placed towards the eccentrics. 

Mr. Allan's link-motion was a new combination of this mechanism, 

D 
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the novelty of which is, that the peculiar features of both the shifting 
and stationary link arrangements were combined, as both the link 
and block — or parts corresponding thereto — are moved to get the 
block pin or centre at the required position in or on its link or 
centre. As a consequent of such an arrangement, a link may be 
made with a varying or unlimited radius or combination of radii, or the 

centres of the double lever; parallel 

^^^" ^^' . 1111. 

motion may be employed by attaching 

radius rods to a central bar, which carries 

the valve radius rod centre, as shown 

by the diagram Fig, 30. The other ends 

of the radius rods are connected to the 

Allan's diagi-am of his Straight- Link-Motion. eCCCUtric rods, which 3X6 kept at the rC- 
Patented in the year 1855. • i i* j • * i 7 i j 

quired distance apart by^ a strap or plate 
or straps and plates. He however preferred to employ a straight link, 
as shown by Fig. 31, in plan and elevations, which may be a box, 
open, or a bar link, according to convenience, as it will be found that 
the curves or arcs described by the movement of the eccentric and valve 
connecting rods will neutralize or compensate each other, and thus effect 
the object of the usual curve of the link in common motions. The 
movements of the link and block, or parts common thereto, were 
accomplished simultaneously, by jointing the rod, corresponding to 
that by which the link is sustained or suspended in the stationary 
link-motion, to an arm from a shaft or shafts, similarly as the reversing 
shaft, and connecting tlie valve-connecting or radius rod by a rod with 
another arm from the opposite side of the same reversing shaft ; by 
which arrangement it will be seen that the movement of the reversing 
shaft will give to the link and valve rod and block — or parts common 
thereto — movements in opposite directions, of such extent as will 
be regulated by proportioning the lengths of the arms from the axis or 
centre of the reversing shaft or shafts. From the combination of valve- 
gear just described, the following advantages were said to occur over 
the common link-motions, namely : — The mechanism is more simple 
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in construction, and more easily maintained in repair than common 
link-motions ; it requires less room than the shifting link ; the 
angular position of the eccentric rods as compared with the one class, 
and the valve-connecting rod as compared with the other class of 
common link-motions, is much reduced ; consequently the eccentric and 
valve rods move through less space and are more direct acting ; the 

Fio. 31. 




Allan'd Straight-Link-Moiion, patented in the year 1855. 

eccentric rods, link and valve-connecting rod and block, or parts 
belonging to them, balance each other, or nearly so, and thus 
dispense with a counterbalance weight; and, lastly, less power is 
required to move to or fix the valve gear in the required positions than 
in the common link-motions. 
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In the same year, 1855, Mr. Kenworthy, of Lancaster, introduced a 
diflFerential eccentric for working the slide valves of steam engines. He 
shaped the curves or form of the driving edges of the eccentric on 
mathematical principles, as shown by Fig. 32. Mr. Kenworthy arranges 
his method for shaping the curves as follows : Suppose it is required to 




Kenwoi'thy's Differential Eccentric, patented in the jear 1855. 

construct a differential eccentric to cut off steam at five-twelfths of the 
stroke of the piston with a common slide valve. First fix upon the size 
of the boss to suit the diameter of the crank shaft, then set the crank pin 
so that its radius will give the eccentricity required to traverse the 
valves. Now, five-twelfths of the stroke corresponds nearly to an angle 
of eighty degrees^ that is to say, the steam must be shut off when the 
crank pin is at an angle of eighty degrees. And suppose we begin to 
open and close the exhaust port when the piston is at one-sixteenth of the 
stroke from its terminus, or at an angle of thirty degrees nearly from 
the return of the engine crank : we have then to close the steam open- 
ing in forty degrees to expand by lap in seventy, to open for exhaust 
equal to lap in thirty, and to open for steam at the opposite end in 
forty, making a total of one hundred and eighty degrees, or one half a 
revolution. And supposing the thoroughfare to be three inches and 
the lap two-thirds of the thoroughfare, equal to two inches, the steam 
opening one inch and a half, we shall require a traverse of seven inches ; 
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then say, close steam opening one inch and a half, equal to forty degrees, 
expand by lap two inches, equal to seventy degrees, exhaust opens two 
inches, equal to thirty degrees, open for steam one inch and a half, 
equal to forty degrees, total seven inches and one hundred and eighty 
degrees. The construction or setting out will be thus: — First 

Fig. 33. 




Fia. 34. 



Kenworthy's Differential Eocentric and Frame for Valve-Gear, patented in the jear 1855. 

make the radius or small crank on the drawing paper equal to three 
inches and a half, so that half a revolution will give a traverse of seven 
inches; then set off on a disc upon which the eccentric is to be 
delineated or drawn the respective angles, 
or from the ring of the disc, which shows 
the number of degrees, and then join 
those points by the curves as illustrated. 
The rig. 33 is a side elevation and plan 
of the eccentric and frame as arranged 
for direct action ; and Fig. 34 is an ele- 
vation of another of a different form. 

It will be remembered that on page 28 
we noticed that Mr. Petrie, in the year 
1844, proposed a complicated arrange- 
ment of valve-gear, and we now illustrate 

. ill i_ • 1 Kenwoi-thy's Differential Eooentric and Frame 

an improvement on tnat gear, WniCn was Ibr Valve-Oear, patented in the y&ir 1855. 
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patented in 1856, by Fig. 35, which is a differential motion for the work- 
ing the slide valves. The gear is partially enclosed in a shrouded casing. 



Fio. 35. 




Pcti-ie's arrangement of Cam and Catcli, Expansion Valve-Gear, patented in the year 1856. 

The wheel by means of a friction clip being the retaining medium, the 
wheel must therefore be fast upon the driving shaft. The wheel, which 



Digitized by 



Google 



OF VALVE-GEARING. 30 

revolves on the shaft, receives motion from the crank shaft by means of 
the spur wheel keyed thereon, and gears into the wheel fixed upon the 
boss of the wheel. Upon one end of the shaft the ratchet wheel is also 
keyed, and which is actuated at suitable periods by the swinging catch 
levers, which are attached by suitable joints and pins to the vibrating 
lever mounted upon the stud, secured in a suitable manner to the 
framework of the engine. The lever receives motion in this instance 
from the eccentric by means of the connecting rod or link attached 
thereto, so that a vibratory motion will be imparted to the actuating 
clicks attached to the catch levers or arms. To the lever or arm is 
also connected a rod^ the other end of which is by a suitable joint 
connected to the bell-cr9.nk lever, keyed on the shaft or stud mounted 
on the bracket. The other arm of the bell-crank lever has a rod or bar 
connected at its upper end to the lever, which partakes of the variations 
of the governor. Suppose that the speed of the engine is required to 
be reduced, the governor would, by means of the lever, rod and 
bell crank, actuate the swinging lever and click, so as to cause it to 
operate against the ratchet wheel, thereby causing the said ratchet wheel 
to turn in the direction as indicated by the arrow, at the same time by 
means of the retaining wheel and variable wheel altering the relative 
position of ^the cam, which effects the "cutting off" with the valves. 
Should the speed of the engine require to be increased, then the action 
of the swinging catches would turn the ratchet wheel, and consequently 
the cam, in a reverse or contrary direction, thus regulating the expan- 
sion and speed of the engine. To prevent any undue fluctuation of the 
governor, there is a spring or other suitable elastic medium attached to 
the brackets or frame at one end ; the other end thereof acts against a 
lever fixed upon the spindle or bar. The force of the spring may be 
increased or diminished by moving the part in the slot. The motion 
of tlie cam may be imparted to the valves or slides by any other suitable 
arrangement of apparatus; that, however, preferred, is shown with a 
friction roller or bowl, against which the cam acts, and is mounted 
in a frame which slides in suitably formed grooves or slots, and to 
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KiG. 36. 




Petrie's anangement of the Cam, Catches, Levers, and 
Rods of his ExpansioD-Gear, patented in the year 1856. 



which the rod or bar is attached that connects it with the slide valve 
that regulates the steam in the engine cylinder. 

Fig. 36 is a skeleton view of the details that especially relate to the 

stopping or "catch" portion of 
the gear. The differential motion 
is shown, as before described, en- 
closed. The driving bevel wheel, 
the intermediate or retaining 
wheel, upon which is mounted the 
usual bevel wheels which com- 
municate motion to the variable 
wheel, are shown in plan on page 
38. Upon the shrouding of 
the wheel there are cams formed, 
the boss of which has also the heart wheel fast therein, and also the 
cam, which communicates motion to the valves or slides for cutting 
off the steam, in the manner before mentioned. The wheel and cams run 
loose on the shaft to which the ratchet wheel is attached. The double 
swinging catch lever, mounted on the lever or arm, turning on the 
centre in a bracket or other suitable part formed on the framework, is 
shown in position out of gear. The rod or bar connecting the swinging 
catch to the governor is vertical. Instead of the intermediate or 
retaining wheel being locked, as before described, by means of a friction 
clip, it is in this instance toothed on its periphery, and is locked or 
unlocked by means of the cams acting against the double lever, so as to 
bring the locking catch in contact therewith, or withdraw it therefrom. 
The heart wheel is in such an angular position with respect to the cams 
that it will actuate the lever at the time when the wheel is unlocked, 
when the double swinging cat<3h will, by means of the rod, be brought 
into a suitable position for effecting the desired change of the cutting- 
off cam, as aforesaid. 

In order to prevent any unsteadiness in the intermediate wheel when 
it is unlocked, there is a spring having teeth on it corresponding to 
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those on the periphery of the wheel, which will thus partly hook or hold 
it ; or an arrangement of friction apparatus may be employed for this 
purpose if most applicable. 

From the foregoing description it wiU be evident that as the governor 
actuates the double swinging lever, the heart wheel and ratchet wheel 
wiU effect the desired object of changing the relative position of the 
cutting-off cam, and consequently alter the position of the slides or 
valves with respect to the steam ports or passages. The differential 
wheels are actuated by the wheel which gears into that on the crank shaft, 
as before explained. 

In the same year, 1856, Messrs. Charlton and Tumbull, of Essex 
and Surrey, patented a peculiar arrangement of link-motion and double 
valves in connection therewith. The illustrations shown by Fig. 37 are 

Fig. 37. 




Charlton's Double-Slotted Link Motion, with Single-ported Main and Expansion 
Slide Valves, patented in the year 1856, 

a side elevation and plan of the link-motion, and a section of the slide 
valves and casing, with a portion of the cylinder. The eccentrics are 
keyed on the crank shaft in the usual manner, and are encircled by the 
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eccentric bands, which are firmly secured to the eccentric rods, the ends 
of which are forked and jointed to the double slotted link by pins. 
The eccentrics are fixed on the crank shaft, to correspond to a backward 
or forward motion of the engine. The link is suspended by a rod 
jointed to it by a pin ; the other end of the rod is jointed to the bracket 
below in a similar manner. The bracket is permanently fixed to any 
suitable part of the framing or foundation plate, or to any suitable part 
of the boiler or engine. This rod keeps the link in proper position, 
but at the same time it is capable of vibrating while being actuated by 
the eccentrics through their straps and connecting rods. In the slot 
of the link a block is fitted ; the sides of the link and block are flush, 
or nearly so. The connecting rod has both ends forked — in the same 
plane, — one end of which spans the link and embraces the block, and 
is jointed to it by a pin, which is passed through them. The other 
forked end of the rod is jointed also by a pin to the valve spindle, for 
the purpose of giving motion to the slide valve, which has ports — one at 
each end — which are formed right through from front to back. The 
valve ports correspond with ports in the cylinder face, the steam ways of 
which lead to their respective ends of the cylinder. The cylinder ports 
are nearer to each other than those in the valve, to allow space for 
the stroke. The expansion valve is formed hollow, and has two 
ports in its face to correspond exactly with the ports or passages in the 
main valve ; a. space is formed between the face of the expansion and 
main valves, to allow the exhaust steam to pass freely between them, 
and to be in communication with the exhaust steam chest, which is a 
space surrounding the valvQS completely, excepting at the parts where 
their faces touch. In the centre of the back of the expansion valve a 
supply steam port is formed : this communicates with or rather 
branches off to the ports in the face of the main valve. 

Fig. 38 is a modification of the link motion previously described ; all 
the parts being the same excepting the connection of the expansion 
valve rod with the link, which is at the centre of the back of the link 
instead of to a block working in an extra slot, so that the extra hand 
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gear and rods can be omitted. The link is suspended at the to^ in thi^ 
case, instead of at the lower end, as in Fig. 37. 



Fig. 38. 




Cliarlton*s Litik-Motion for working the Main and Expansion Slide Valves, patented in the jear 1856. 



The next illustration, Fig. 39, is an arrangement of the double 
slotted link, which is shifted by rods and levers that are fixed by means 
of pins and catch plates — those previously described being fixed links — 

Fia. 39. 




Charlton's Shifting Double-Slotted Link-Motion, with Double-ported Main and Expansion Slide 
Valves, patented in the year 1856. 

but the mode of shifting the sKde blocks in the slots of the links 
is as in Figs. 37 and 38. In this arrangement' the link is shifted on 
the block to fit it for a forward or backward motion ; while to wort or 
set the parts to work the expansion valve the block is shifted in the 
slot, and kept in any desired position by a small catch or projection, 
formed on the handle, let into notches formed in a segmental catch 
plate attached to the reversing handle, which is held by the catch 
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plate. *A rod jointed to the block by a pin, leads in a direction toward 
the crank shaft, which it spans or partially surrounds. Near the forked 
end of the rod another rod is jointed, which works the valve by being 
connected to the valve spindle. 

Below the eccentric rods is a longitudinal section of another modifi- 
cation of the valves applied thereto; the main valve has tioo steam 
ports in each end through it ; the cylinder has a corresponding number 
of ports, two of which open into the steam ways or passages to each 
end of the cylinder ; the expansion valve, having a similar number in 
its face, which is fitted on the back of the steam valve. 

About this date, 1856, the idea of improving or simplifying the 
link-motion was vigorously exerted, and the principle of Williams's 
link eccentric-band, as illustrated by Kg. 20 on page 22, was again 
revived, and that too by an important member of the now well-known 
firm of Sharp, Stewart, & Co., of Manchester. Mr. Stewart, and his 
friend Mr. Hope, of the same place, patented, in 1857, their "improve- 
ments in valve gear for stationary and locomotive engines." 

They obviated the use of the curved or Stephenson link by the 
adoption of a straight link, either slotted or solid, as best suitable for 
certain positions of the valve gear; and the principles of their mechanical 
arrangements are, that they proposed to hang or support the straight 
link in the same manner as the ordinary stationary reversing link, and 
in connecting the sliding block, by a rod or link, with the end of the 
lever or arm from the reversing shaft, usually employed to move the 
valve connecting rod: the position of the reversing arm being so 
arranged, that when in the centre of the arc of it« motion the sliding 
block will be in the middle position of its link ; also, in jointing the 
valve connecting rod to the connecting rod attached to the sliding 
block of the link, at a distance from the point of connection or joint of 
the rod and sliding block. With this arrangement the valve connecting 
rod partakes of the motion imparted to the rod connecting the arm of 
the reversing shaft and the sliding block, not only that motion travers- 
ing the block along the link, but also that due to the curve of the arc 
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described by the end of the arm of the reversing -shaft, but of the latter 
motion it only receives a diminished proportion, causing the joint of 
the valve connecting rod to move in a curve practically equivalent to 
that which would be required in the ordinary curved stationary link. 

The curve required is obtained by adjusting the length of the arm 
from the reversing shaft, and the distance of the joint of the valve 
connecting rod from the point on the sliding block. When the valve 
connecting rod is jointed to the link connecting the sliding block and 
arm from the reversing shaft at a point between the joint of the sliding 
block and arm of the reversing shaft, the curve described by the end of 
the valve connecting rod will have its concave side towards the reversing 
shaft ; but if the point of attachment of the valve connecting rod is on 
the opposite side of the joint of the sliding block, the curve made by 
the end of the valve connecting rod will have its convex side towards 
the reversing shaft. 

It will be obvious, from what has been stated, that the rod connecting 
the sliding block and arm of the reversing shaft becomes a lever, 
through which the movements of the link are transmitted, which move- 
ments will be consequently increased or diminished, according as the 
valve connecting rod is attached to it on one or the other side of the 
joint on the block ; that is, according as the lever is made one of the 
second or third kind. This will necessarily have to be taken into 
consideration in the proportion of the ports and throw of the eccentric 
or eccentrics. The eccentric or eccentrics are set, and the link is sus- 
pended or sustained, so that when the sliding block is in the middle 
position upon its link, the valve connecting rod will be perpendicular 
to the link. 

Next as to regulating, reversing, and transmitting the motion for 
working the valves. The general mode to accomplish that consists in 
a lever having two or three arms combined with a crank, or radius pin, 
or an eccentric, one arm of the lever being connected with the crank, 
radius pin, or eccentric, the fulcrum of the lever being so arranged that 
it can give way to the rectilinear motion imparted to it, the eccentric. 
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crank, or radius pin being also arranged in a certain position relative to 
the crank or piston of the engine ; and the combination and arrange- 
ment of mechanism just referred to will produce a motion to work 
the valve of a steam engine so as to rotate its crank in either direction, 
and will also give motion to a valve having lap, that is, one which 
extends over the steam ports when in the central position, so as to 
work the steam at various grades of expansion. 

As a crank or radius pin and an eccentric are mechanical equivalents, 
and as eccentrics only are shown in the relative illustrations, further on, 
for working the lever, the word eccentric will hereafter only be used. 
We may add, however, that the lever is constituted by the clip of the 
eccentric and a reversing link or part of one combined together, the 
eccentric clip forming one arm of the lever, and the link or part of the 
link the other one or two arms thereof. 

The eccentric is placed on the crank shaft of the engine, or on a 
shaft connected with the engine, driven by it uniformly with the crank 
shaft. The position of the eccentric in relation to the crank or piston 
of the engine is obtained as follows : — Set the engine with the piston 
at one end of its stroke, place the valve connecting rod or slide block in 
the central position of its link, in a line with the fulcrum of the link 
and centre of the shaft upon which the eccentric is placed. In this 
position, if the eccentric is rotated, the valve will receive a certain amount 
of traverse ; and the correct positiou of the eccentric is that in which the 
valve will have nearly arrived at one extremity of the traverse, when the 
piston has arrived at one end of its stroke, and that in which the valve 
travels in the opposite direction to the piston. In other words, arrange 
the eccentric so that when the valve connecting rod is in the position 
before described, the valve and piston will nearly simultaneously arrive at 
the ends of their strokes, and so that the valve will uncover the proper 
steam port for the next stroke, to the extent of the lead allowed to it. 

The radius of the eccentric must be a length equal to the sum of the 
length of the lap and the lead of the valve — that is, equal to the extent 
of the valve over and beyond the edge of the steam port when in its 
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central position, and the space of the steam port to be uncovered at the 
commencement of the stroke — when the motion is taken directly from 
the slide block of the link to the valve, so that it will receive the same 
amount of motion as the sliding block. But if the motion of the 
sliding block is not given directly to the valve, but is transmitted 
through levers which increase or diminish it, then the preceding rule as 
to the radius of the eccentric will not apply : the eccentric in such 
cases must be of such IJirow as will, when acting through the levers 
employed, place the valve in the proper position at the end of the 
stroke of the piston, this being tested by the motion taken from the 
middle position of the link, in the manner described for setting the 
eccentric. 

The proportions of the lengths of the arms of the lever, or clip 
and link combined, are about equal, but when the throw of the 
eccentric is fixed upon, or the lap and lead of the valve is fixed upon, 
and an increase of motion in the valve is required, it is obtained by 
making the arms of the lever, represented by the link, longer than that 
arm of the lever represented by the eccentric clip. It will be obvious 
that the lever or link has a compound motion, derived from the direct 
and angular motion given by the eccentric, that part of the link at the 
fulcrum partaking solely of the direct motion, the angular motion 
increasing as the distance increases from the fulcrum, and it will be 
found on examination that the angular motion in one direction is a 
little less than that in the other direction, and would consequently give 
a little more admission of steam on one than on the other side of the 
piston ; but this is compensated by means similar to those employed 
to attain this object in ordinary link-motions, that is, by causing the 
block to slide on or in the link as it moves backwards and forwards, so 
that the block will go further from the fulcrum of the link as it travels 
from that side, which, but for this compensation, would have most 
admission to that side which would have the least admission, which is 
accomplished by arranging the position of the reversing shaft, so that 
the fulcrum of the rod to which the valve connecting rod is attached 
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is on one side of the centre line of the reciprocating motion imparted 
to the valve connecting rod, namely, on the opposite side to that which 
is to receive the extra or compensating movement. 

In engines which do not require reversing, but only a variable travel 
of the valve, and where the position of the block in the link is regulated 
by a screw, the admission of steam to the cylinder on both sides may 
be equalized by placing the fulcrum of the radius bar sustaining the 
fulcrum of the link on one side of the centre line of its oscillations, 
namely, on that side opposite to that on which the extra movement is 
required. 

Thus far the principles of this valve gear are explained, and we 
next illustrate and describe the mechanical arrangements that fulfil 
them. Fig. 40 shows a side and end elevation, also a plan of the 



Fio. 40. 
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Stewai't'n Straight Solid-Link-Eocentric, Etercrsiug Valve-Gear 
for Stationary Engioe^, patented in the year 1857. 

valve gear with ^ straigfht solid link as applied to stationary engines 
The eccentric, solid link, block, suspension rod, reyersing-levers, &c., are 
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all shown in position and connection. Fig. 41 is an arrangement with 
a curoed slotted-link, also applicable for stationary engines. 



Fio. 41. 



^fr^^^ 




Stewart's Curved Slotted-Link-Ecoentric, Ueveisiug Vnive-Gear 
for Statlonaiy Engines, patented in the year 1857. 



Fig. 42 illustrates an arrangement 
of slotted-link eccentric for non-re- 
versing valve-gear, half part of a link 
only being required. In this case a 
screw is arranged as shown, having 
a handle, by which the slide block 
can be moved in the link, to vary 
the travel of the valve as required. 
The fulcrum of the radius bar in this 
and in the other modifications before 
described, is supposed to be held on 
a bracket secured to the bed plate 
framing, or some part of the founda- 
tion of the engine. 

In applying this valve-gear for 



Fio. 42. 




StewM*8 straight Slotted-Link, Ecoentiic Valve- 
^ Gear for altering the travel of the Valve for Non- 
reversing Stationaiy Engines, pateiitcJ in the year 
1857. 

£ 
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reversing, to locomotive engines, certain arrangements are necessary to 
keep the fulcrum of the link in the same relative position with the 
crank axle, as any change of this position would affect the movements 
of the valve or link. 

In the ordinary link-motion the link is sustained from the framing 
of the engine ; but as the action of the eccentric rods is only in a 
horizontal direction, the vertical movements of the carriage or frame of 
the engine up and down, or to and from the axle, do not sensibly affect 
the motion of the link or valve, the length of the eccentric rods being 
great in comparison with the extent of the vertical movement of the 
carriage to and from the axle. 

One method of overcoming the irregularities caused by the varying 
position of the axle in relation to the framing, is to fix the eccentrics 
on a separate shaft placed on a level with the crank shaft, and support it 
in bearings attached to the framing ; this shaft being rotated at the same 
speed as the crank shaft by toothed wheels or by other arrangements. 

Another method is to make the crank shaft an intermediate shaft, or 
one not having any wheels attached, the power of the engine being 
conveyed to the driving wheels by coupling rods or other means. 

A third arrangement is, by supporting the fulcrum of the sustaining 
link on a bracket resting upon or embracing the crank shaft, the bracket 
being prevented from turning or moving out of the position fixed upon, 
by guides attached to the framing, which allow it to give way only to 
vertical movements of the framing or axle ; or this bracket is jointed to 
one end of the rod placed in a horizontal position, the other end of the 
rod being jointed to a part secured to the framing ; or a part of the 
bracket embracing the axle is extended horizontally or obliquely to as 
great a length as possible, and the end is jointed to the framing of the 
engine. This arrangement reduces the objectionable motion in that 
ratio which the length from the fulcrum of the sustaining rod to the 
centre of the axle bears to the entire length of the bracket. 

A fourth means is more . especially applicable to inside cylinder 
locomotives, but may be easily adapted to those having the whole of the 
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valve-gear outside, where the eccentrics are near together : and consists 
in arrangements whereby the clip of one eccentric is made to impart 
motion to a lever, so as to agree in time, direction, and extent, as near 
as required, with the movements of a part from the clip of the other 
eccentric, these two parts being connected together by a rod jointed to 
each, so that the forces acting upon the clip of one eccentric are 
counteracted by the forces acting upon the other ; the centre of the lever 
being comparatively motionless under the action of the two eccentrics, 
and only requiring to be connected to the framing of the engine by a rod 
placed in a horizontal position, so as to prevent the links rotating with 
the eccentrics and to allow of the movements of the carriage of the engine. 
In this arrangement the eccentrics anjd links are arranged as before 
described ; a centre is adopted, upon which both radius rods for sustain- 
ing the fulcrum of the links 'oscillate. These radius rods are in length 
equal to the distance of the fiilcrum of the link from the centre of the 
eccentric ; one of them has an arm extending from it at a right angle, 
this arm being double the length of the radius rods : and to its end one 
end of another rod is jointed, of the same length as those sustaining the 
fulcrum of the links ; the other end of this connecting rod is jointed to 
the back clip of the other eccen- . fig. 43. 

trie, the joint on the eccentric ra ta f^--^ 

clip being in a line drawn from 
the fulcrum of its link through 
the centre of the eccentric, and at 
a distance from the centre of the 
eccentric equal to the length of 
the radius rods. That centre 
upon which the radius rods oscil- 
late, which sustains the fulcrum 
of the links, is the one which is 
comparatively motionless, and is 

. - Ji. T_ J 1. i. Stewart's Straight Solid-Link-Eccentric, Reversing VhIvc- 

tne one. attained by a connect- Gear, for Locomotive Engines with inside Cylinders, 

ing rod to the framing. ^''""'^ ^" ^'^ ^"^ ''''• 
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The illustrations shown by Fig. 43, on the preceding page, are side and 
end elevations, with a plan of solid-link-eccentrics as applied to locomo- 
tive engines with inside cylinders. This arrangement is, that the radius 
rods sustain the fulcrum of the link, and the centre on which the sustain- 
ing rods oscillate, is the rod connecting this point w^ith the framing of the 
engine. There is an arm extending at a right angle from the sustain- 
ing rod of one eccentric, thus forming a lever or rod connecting the 
end of the arm with the back of the clip of the other eccentric. The 
slide block of the link, and the joint pin upon it, the reversing shaft, 

the arm or arms from it,- the rod or 

, , rods connecting the arm of the re- 

^^ II J versing shaft and the sliding block, 

ttT and the valve connecting rod, are all 
=3 — shown aiso. 

Fig. 44 shows the valve-gear ap- 
plied to engines having their cylinders 
on the outside of the framing. In this 
case an arm is centered on the revers- 
ing shaft; the end of this arm is 
jointed to the segmental piece that fits 
fliTid entprs a circular crroove formed m 

Stewart's Stiaight Solid-Link-F^ccentric, Reversing ^ 

Valve- Gear, lor Locomotive Engines with outeide thc sidc of the eCCCntric, aud thc SUS- 
Cylindera, patented in the year 1857. , t i • 

tainmg rod is connected to this arm. 

Fig. 45 has reference to inside cylinder engines. The bracket 
embraces the crank shaft, to which is connected the sustaining rod ; and 
another rod is jointed to a bracket on the under side of the boiler. 

Fig. 46 is a plan and a side view of the details of the straight solid 
link. In these views the link is represented as a round bar, having a 
sliding block bored to fit properly upon it, the slide block being made 
so as to joint with the valve connecting rod, or the rod connecting the 
end of the arm of the reversing shaft with the slide block represents 
the ends of the eccentric rods which connect with the valve rod. 

In the modification shown by Pig. 47, the bar is a parallelogram in 
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section, and the sliding block has a hole of corresponding form, a slot 
being made in the link equal to the length of the traverse of the sliding 
block for the pin, which forms the centre upon which the valve con- 
necting rod, or the rod connected to the reversing shaft arm is jointed ; 
the pin passing through both link and sliding block. These links, 
when used in connection with two eccentrics, are suspended in the 
same manner as ordinary stationary link motions, that is, either from 



Fig. 46. 



Fig. 47. 
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Stewart's Straight Solid-Link-Eccentric, Reversing 
Valve-GMF, for Locomotive Engines with inside 
Cylinders, patented in the year 1857. 
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Stewart's Straight Solid and Slotted Links and 
Blocks, patented in the year 1857. 



one end or from the centre, in which case a piece is added to one or 
both sides, with a pin for the connecting rod. 

Valve-gearing -had a rest from the last date mentioned until 1860, 
when Mr. Newton, of London, received a communication fi-om New 
York, America^ to patent in England for Messrs. Crosby, Savage, and 
Steams, the valves and gear now to be described. These supply and 
exhaust valves — showed opened and closed — are illustrated by Fig. 48, 
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and are each coraposed of two eccentric segments, which may be united 
at one end or at both ends, and are provided with a journal at one end 
or at both ends, to work in a suitable bearing or bearings in the end 

or ends of the valve box, or in the side or sides 
of the steam chest, which contains the valve 
seat. The faces of the two segments are 
described from two different centres, which are 
equidistant from, but on opposite sides of the 
centre of oscillation of the valve. The opening 
through the valve extends nearly from one end 
to the other between the two eccentric seg- 
ments. The valve thus constructed may have 
its sides parallel with its axis, or be made of 
tapering form. The seat for this valve has two 
faces, which correspond in shape with the faces 
of the valve, so that the valve may fit steam 
tight therein, and in each seat there is a port. 
It was proposed, generally to make the seat in 
a box, which can be inserted within the steam 
chest or other place where the valve is to be used, so that it may be 
removed therefrom with facility. In applying these valves, to a steam 
engine, a set of four is necessary, viz., two for supply and two for 
exhaustion ; the supply valves being arranged on one side and the 
exhaust valves on the opposite side of the cylinder. The valve boxes 
which contain the supply valves have a somewhat different arrange- 
ment of passages in connection with their ports from the arrangement 
in the boxes which contain the exhaust valves. The direction in which 
the steam passes through the valves, ports, and passages, is indicated 
by the arrows. 

It will be readily understood by reference to the supply valve repre- 
sented as open, that as soon as the valve is opened in the slightest 
degree it is entirely surrounded by steam, and is therefore perfectly 
balanced. It is obvious also, that as the valve opens, its faces leave the 



Crosby's Oscillating Equilibiium 
i^egroeiital cut-otf and exhaust 
Steam-engine Valves, patented in 
the year 1860. 
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seats, and it is only while the valve is closed that it touches the seats, 
and hence it works without any friction but that of its journal or 
journals, which is inconsiderable, and without any wear of its faces. ' It 
may be mentioned, also, that the pressure of the steam on the excess of 
surface presented by the sides of the segments of the valve will tend to 
keep the valve closed tightly. This excess of surface is, however, so 
slight, that the pressure upon it causes comparatively little resistance 
to the opening of the valve. 

The gear for working these four valves is illustrated by Fig. 49, in 



Fig. 49. 




Ciosby's \'alve-Gear for the Oscillating Valves shown by Fig. 48, 
patented in the yt^r 1860. 

elevation and plan. The cut-off gear is over that for the exhaust valves, 
and both consist of an arrangement of levers, rods, and shafts, in con- 
nection with cranks or levers on the main crank shaft, which latter are 
shown by Fig. 50 on the next page. The following is a description of 
the whole of the details and their relation to each other :— The cylinder 
of the engine is furnished with a square casing. The steam pipe on the 
top admits steam to both of the two steam chests, on which are the stems 
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or rods of two oscillating supply valves, fitted to ports in the two steam 
chests at opposite ends of the cylinder ; one of the valves effects the ad- 
mission and cut-off of the steam at one end, and the other at the other 

end of the cylinder. Each of the stems 
or rods has secured to it, outside of its 
steam chest, a plate having a boss on its 
outer face, and these plates are connected 
by links with opposite ends of a strong 
springs which is held by a bracket secured 
to the cylinder, so applied as to exert a 
constant tendency to turn each plate in 
the direction indicated by an arrow upon 

Crosby's C^nk Motion inline place of Eccen- it, SO aS to cloSC its respCCtivC ValvC, 
t^iicj for working the Valve-gear illustrated ^j^^ gg^J^ ValvC, if UOt of SUch COUStrUC- 
by tig. 49, pcitcnted in the year I860. ' 

tion as to be prevented from moving in 
the direction in which it closes further than is necessary to close it, must 
have a stop applied, to prevent such further movement. Each of the 
plates has attached to it, outside of its boss, a lever-like " dog," which is 
capable of swinging freely on the pin by which it is attached ; and each 
of these dogs has applied to it a spring which is attached to the boss of 
its respective plate, and which acts upon it in such a manner as to press 
the upper end of it towards the boss, and through the lower end out 
therefrom. These dogs are applied on the sides of the bosses of the two 
plates, which are opposite each other, and are arranged in such a manner, 
that when pressure is applied to the toes of the dogs, to cause them to 
force the other ends of the dogs into contact with their bosses, it tends to 
turn the plates in the opposite direction to that in which the spring tends 
to turn them, and therefore to open the valve. The motion rod, arranged 
below the plates, is parallel with the piston rod of the engine, and with a 
line passing through the centres of both stems or rods working in guides, 
in which it is fitted to slide longitudinally. This motion rod derives a 
reciprocating rectilinear motion from a lever or crank carried by the crank 
Bhaft of the engine, by its being connected with the lever by means of a 
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connecting-rod, the lever being so airanged relatively to the main crank 
pin as to give the rod the lead for the valve, to cause it to commence 
its stroke in either direction before the commencement of the stroke of 
the piston in that direction. A block is firmly secured to the motion 
rod, and having attached to it by two pins above the rod, one end of 
each of two similar bars, each of which bars is supported at some distance 
from its other end on one of two rollers, each of which rollers is fitted 
to one of two blocks. These blocks are fitted to slide upon the rod, 
and are connected by two rods, one for each, with opposite arms of a 
lever, which is arranged to work on a stationary fulcrum, for the purpose 
of adjusting the position of the blocks. The two bars which are used 
may be termed catch bars, are free to work vertically, or in a plane 
parallel with the face of the plates on the pins, and are straight, with 
the exception that each has a recess in its upper side, and has, some 
distance further from its pin, a step on its under side. These bars 
mave along with the motion rod, and in such movement work between 
the plates and upright guide pins, which are secured in the guides. 

It is obvious, from the two illustrations that have been just illustrated 
and described, that complication in relation to valve-gear must have been 
deemed a superlative accomplishment by the inventors ; for they evidently 
strained all means possible to make complication — instead of simplicity — 
perfect in their arrangement ; so much so indeed, that nothing, it would 
appear, could be added to what was proposed, either for assistance or 
improvement. They forgot, however, — i. e. if they knew — ^that the more 
simple the arrangement of any kind of mechanical contrivance is, the 
more perfect its action will be ; or similarly, as in describing anything, 
the better the person who explains it is informed, the fewer words he 
will use to make himself fully understood. 

In the beginning of the year 1862, a Mr. Steele applied for, and did 
get, a patent granted for his idea of what the most simple valve-gear 
should be. His arrangement is illustrated by Fig. 51, which is a 
longitudinal sectional elevation of the entire apparatus. In the illustra- 
tion is shown the engine cylinder enclosing the piston and rod, also the 



Digitized by 



Google 



58 



HISTORY OP. THE PRACTICAL APPLICATION 



valve ca&ing, having attached to it at opposite ends ti;70 short piston 
cylinders situated in a line with each other, and parallel with the main 
cylinder. These cylinders are open to the valve chest at their inner 



Fig. 51. 




Steele's Steam Self-acting Valve-Gear, patented in the year 1862. 

ends, but closed at their outer ends, excepting the latter, that has a 
stuffing box for the passage of the valve rod. 

The main valve is of the kind known as the short " three-port " 
valve, with its seat having the usual arrangement of steam supply 
ports and exhaust port. At the side of the valve seat, and either 
parallel or in the same plane with it, is the seat of the secondary 
valve, which is like the main valve, only narrower, and works over an 
arrangement of ports that are narrower, as they are required for the 
passage of a very much smaller quantity of steam. These ports com- 
municate by the passages to the outer ends of the cylinder, but the port 
that communicates with the main exhaust port may be by any other way 
brought into constant communication with the exhaust pipe. 

The piston cylinders are fitted with pistons, one each, the inner ends 
of which are always exposed to the pressure of steam in the valve chest ; 
the said pistons being rigidly secured to the valve rod. The secondary 
valve is connected with that rod by a pin secured to the rod, and entering 
between two lugs on the back of the valve, by which the said valve can 
be operated without any lost motion relatively to the rod. The main 
valve is connected with the rod by means of a pin in the rod and a slotted 
projection on the back of the valve, the slot being longer than the pin's 
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diafnefer, to allow for a considerable degree of the lost motion of the rod 
with respect to the valve ; . the object of which is, that while both valves 
are operated by the same rod, the secondary valve may always have the 
lead of the main valve. The valve rod is connected outside of the 
cylinder by a connecting rod with a short crank, which is loose on a 
fixed stud secured in a rigid arm, attached to the main cylinder, or in 
any other fixed support. This crank serves to limit the movement of 
the valves, and also to effect the first part of the movement thereof in 
either direction. The stud has also fitted loosely to it a lever, on which 
there is formed a fork, embracing the crank, but made so much wider 
as to permit the crank to make a quarter of a revolution of the crank 
within the said fork. The lever is fitted into a joint-piece, that is pivoted 
by a pin to an arm that is rigidly secured to the main piston rod. 

Our next description is that of the '^ Allen " valve-gear, patented in . 
1862 in England, the inventor being a mechanic of New York, America. 

Fia, 52. 
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Allen's Revei-Bing Link-Eccentiic Valve-Gear and Double Valves, patented in the year 1862. 

The illustration, Fig. 52, represents a side elevation of this valve- 
gearing for a steam engine in which the separate movements of the 
supply and exhaust valves are derived from a " link " operated by the 
revolution of a single eccentric operating those valves independently of 
each other, and capable of adjusting the points of cut-off of the supply 
valves as well as of reversing the motion of the engine. 



Digitized by 



Google 



60 HISTORY OF THE PRACTICAL APPLICATION 

To effect this, a slotted rocking lever or " link " is used, which is 
pivoted centrally by the fulcrum pin to the upper end of a sustaining 
rod that is hinged at its lower end to a fixed pin. This lever or 
link is attached to or forms part of the strap of the eccentric, which 
eccentric is secured to the main shaft of the engine. The link is slotted 
nearly through from end to end. In this slot are held two sliding 
blocks which can pass each other. The upper block is connected 
through the rod with an arm on a rock shaft, on which another arm is 
attached, connected through the rod with the exhaust valves. This 
block is fixed at a point in the link from which in connection with 
the arm or other gearing it will give to the said exhaust valves the 
correct motion. The lower block is connected to a rod, to which, a 
short distance from the link, another rod is attached. These two rods 
are attached to separate arms, secured to separate and independent rock- 
shafts, of which one passes through the other, so as to have a common 

centre of motion. On the end of the shaft to which the main vertical 

« 

arm is fastened a lesser arm is attached, communicating through the 
connecting rod the motion to the supply valves on one end of the 
cylinder, and on the end of the shaft to which the lower arm is fastened, 
an arm above the other is attached, communicating through the con- 
necting rod, motion to the supply valves on the other end of the cylinder. 
The positions of the arms working above and below the line running 
through the centre of the rock shaft and the slide valve rods are similar, 
and the manner of working the valves equal to the arrangement where 
similar arms are worked by means of a single eccentric. The curvatures 
of the slots in the lever or link in which the blocks are held and move, 
are circular. When the centres of the eccentric, the fulcrum pin, the 
shaft, and the centre from which the curvature of the slots is described, 
are on the same straight line, which will occur twice in each revolution of 
the shaft, the lever or link will be in such a position that the blocks 
may be moved from end to end in the slots in the link without altering 
the position of either of the steam or of the exhaust valves, but the 
position of the valves at one of these points will be advanced from the 
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position at the other by the amount of the eccentric's throw. The 
eccentric is so set relatively to the engine crank that these said points 
will coincide or nearly coincide with the commencemetit of each stroke 
of the piston ; and the laps of the valves are made such, that at one end of 
the said points the steam valve is about commencing to admit steam to the 
back end of the cylinder, while when required at the other end, it is about 
commencing to admit steam to the front end of the cylinder. The portion 
of the piston's stroke during which the steam valves will remain open, will 
increase in proportion as the lower block occupies parts of the link more 
remote from the fulcrum pin. The movement of the valve derived from 
the lower half of the link will cause the engine to run in an opposite 
direction from that derived from its upper half. The lower block 
from which the supply valves derive their movements being separated 
from and working independent from the upper block, from which the 
exhaust valves derive their movements ; any position of that block, — 
and consequently the extent to which " expansion " may be advantage- 
ously caused — will not interfere with the correct action of the exhaust 
valve, as would be the case if the motion of 
the steam and exhaust valves were taken from 
one and the same block or point in the slotted 
lever or link. 

Fig. 53 represents a side elevation of an eccen- 
tric and connections for a non-reversing engine 
having a governor for regulating the speed. 
In this description of engine it is not desired 
to have the motion of the engine reversible, in 
consequence of which the upper or lower half 
of the link — as the case may require — can be 
dispensed with, and the link be made only with 
a single slot, in which the block that operates 
the steam valves is movable. The exhaust 
valves derive their motion in that case from a pin fixed in the solid part 
of the link. The governor rod is connected with the block, whereby 



Fig. 53. 




Allen's Non-reversing Link-Ecoen- 
tiic Valve-Gear, patented in the 
year 1862. 
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the different degrees of expansion according to the load on the engine 
will be regulated. 

The next example that is worthy of record as an improvetoent in 
valves and gearing is Mr. Elder's, of Glasgow. His valves are shown 
by Fig. 54, which is for combined high and low pressure cylinders, acting 

Fio. 54. 



Elder's Multiple-ported Slide Valres for combined Cylinders of compound 
high and low pressui-e Steam-Engines, patented in the year 1862. 

as an intermediate-valve between them, the view being a longitudinal 
section showing the arrangement of the valves and cylinder. The steam, 
in passing from the high-pressure cylinder to the low-pressure cylinder, 
leaves the former by ports opening into two intermediate valve cham- 
bers. The valves are fixed upon the same rod, which passes from one 
chamber to the other through a gland, and they work upon port faces, 
each having an exhaust port and two inlet ports communicating with 
the low-pressure cylinder. One valve is shown as having uncovered one 
of the two ports into the low-pressure cylinder, the other port next to 
it being covered by a plate crossing the cavity of the valve. The other 
valve is necessarily in the opposite position, both ports being open to 
t\ie exhaust port, whilst the covering plate occupies the bar between 
the two ports. These valves, in either direction of their motion, travel 
only so far as to uncover one port to admit steam across from the high- 
pressure cylinder to the low-pressure cylinder, whilst the same travel 
uncovers the two ports at the opposite end of the cylinders for final 
exhaustion. The travel of the valves is thus reduced to a minimum, 
and also the loss of steam by clearance, the valves and valve chamber 
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being shaped so that the former as it were fill up those ends of the 
latter towards which they move in cutting off the steam. 

Besides that, Mr. Elder patented at the same time an arrangement of 
valve-gear — of which Fig. 55 is a sectional elevation and an end view 
— as arranged for engines for driving paddle-wheels. The valve shaft is 
driven by means of a toothed wheel connected to it by a straight groove 



Fio. 55. 
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Elder's Expansion-Gear for OscillAting Paddle-wheel Engines, patented in the year 1862. 

and feather, so as to admit of the shaft's movement endways, and this 
wheel is in gear with an intermediate wheel over it, which last is driven 
by means of a wheel fast on the main shaft, not shown. The valve 
shaft wheel, and the eccentric at the side for working the low-pressure 
valves, are mounted on the same shaft, between bearings which keep 
them from being moved endways when the shaft is so moved, and the 
eccentric is connected to the shaft by a spiral groove and feather, in 
consequence of which the endway movement of the shaft alters the 
position of the eccentric relatively to the wheel, and therefore to the 
crank shaft. For the purpose of moving the valve shaft endways, there 
is fitted on it at the right-hand end between collars, a loose tubular piece 
formed with rack teeth, with which there gears a pinion on a shaft 
driven by a small donkey engine. This arrangement of valve-gearing 
relates also particularly to the mounting of the ^' high " eccentric at the 
left hand, which works the valves of the high-pressure cylinders. Such 
eccentric has hitherto been connected directly to the valve shaft by a 
spiral groove and feather, as in the case of the other eccentric ; but by 
this modification it is mounted upon an elongated tubular boss, shown 
in section also. This tubular boss is fitted upon the valve shaft with a 
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spiral groove and feather, so that its position in the circle relatively to 
the main cranks may be altered by the endway movement of the valve 
shaft simultaneously with that of the " low " eccentric. The tubular 
boss is formed externally with a cylindrical surface disposed obliquely to 
the valve shaft, and the high eccentric is bored with corresponding 
obliquity to fit on such oblique part, whilst its proper rectangular 
position is retained relatively to the shaft. The axis of the oblique 
piece is in the line passing through the axis of the shaft and through 
the centre or axis of that eccentric, so that an adjustment of the oblique 
piece through the eccentric varies the eccentricity or throw of the latter. 
This endway adjustment of the tubular piece is efiected by means of a 
pinion, the teeth of which gear with teeth upon the piece, such teeth 
being cut round the piece to admit of the latter revolving without 
getting out of gear. The pinion is fixed on a shaft, which may be 
actuated by a hand wheel or other convenient means to efiect the 
adjustment when it is wished to vary the throw of the eccentric, and 
consequently the period of cut-off. To keep the eccentric in its place, 
it is formed with a coUar, which is embraced by grooved sleeves formed 
upon the brasses of the bearing in which the parallel portion of the 
tubular boss turns, and which supports that end of the valve shaft. 

Directly after Mr. Elder had carried out his ideas as to the 
arrangement of perfect valve-gear, for oscillating engines in particular, 
Mr. Caird stepped forward with his invention, which was also 
specially adapted for oscillating engines. The details were contrived 
as foUows: — The. working steam cylinder is formed or fitted with 
separate and distinct valve faces; two, for example, for the main 
working steam slide valves, and two for the expansion slide valves on 
the steam belt. These valve faces, and consequently their corresponding 
valves, are disposed two on each side of the main trunnion on which 
the cylinder oscillates, that is, there is one main st^am slide valve and 
one expansion valve on each side. The expansion valve is placed 
nearest the trunnion, so that it is between the trunnion and the 
main steam slide valve, and it is worked by a double lever arm from 
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the link. This arrangement of the valves forms a good balance, and it 
enables the expansion to perhaps be carried out in a much more eflfective 
manner than can be accomplished acccording to the usual plan. To a seg- 
mentally slotted bar or cross-head piece, similar to that ordinarily employed 
for the communication of the eccentric's motion to the main slide valves, 
without any derangement from the oscillatory action of the cylinder., 
there is attached at the centre a cranked stud. This stud is bolted in 
laterally, and is cranked upwards, terminating in a large eye. This eye 
is bored out horizontally to embrace a traversing bush cylindrical in 
external form, but recessed laterally on each side, or formed with top 
and bottom shoulders to fit into the expansion lever link. This link is 
composed of two plain bars or curved segmental pieces bolted together, 
with a space between them for the traverse of the bush therein. It is 
from this stud as a centre that the motion of the eccentric is conveyed 
to the valve. One end of the link is joined in the usual manner by a 
fixed stud to the lower end of the eccentric rod from the main shaft, 
and the link thus receives the vibratory action necessary for the opera- 
tion of the valve. The opposite end of the link is similarly jointed to 
the lower end of a pendent radius rod or bar, the upper end of which is 
fitted with a ring to embrace a concentric collar or shoulder on the 
main shaft, or fixed to a stud placed as near the centre of the shaft as 
possible: thus this rod has no longitudinal traverse motion, and its 
lower end forms the fixed supporting centre for the link to work upon. 
This lower end is fitted with an adjusting screw, spindle, lever, and 
link movement, or other adjusting arrangement, so that it can be set in 
or out from the main vertical centre line of the cylinder, and thus vary 
the effective throw of the link, and consequently alter the expansive 
action of the valve. This system of valve-gear is applicable to all 
classes of steam engines and valvular apparatus, and it is available as 
well for the main slide valves as for separate expansion valves. The 
adjustable radius bar always keeps the centres correct, and forms a 
steady fulcrum for the link motion, whilst its adjustment is so simple that 
the engines can be handled with great facility. 

F 
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This arrangement, excepting the eccentrics, is shown by Fig. 56, in 
side and end elevations, also in plan. The steam cylinder, the belt, 
together with the supply and exhaust passages through the trunnions, 
are each arranged in the manner common to engines of this class. On 
each side of the trunnion through which the steam enters, there is 
arranged the expansion valve, shown in section under the end view, 
which regulates the admission of the steam to the cylinder. Each 




Caird's Link-Motion, Expansion- Valve and Reversing Gear for Oscillating Paddle-wheel 
Engines, patented in the jear 1862. 



valve casing for it has fitted within it the valve face, as shown, as is 
also the position of the expansion valve and its connected spindle. To 
this part is attached the valve-rod, the upper end of which passes 
through an eye formed in the guide, which projects out in a lateral 
direction from the face of the cylinder. The prolongations of the 
valve rods are each formed with a boss or lateral enlargement at the 
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central part, in which a bush is fitted, to admit of its being connected 
by means of a bolt and nut to the ends of the bent levers. These levers 
are each centred on a stud, the back plate of which is secured to a 
projecting part cast on the face of the cylinder. The inner arm of each 
of these levers extends towards each other, and terminates in a brass 
bush or block, so as to traverse easily to and fro in the segmental slot, 
which is formed in the bar or cross head. The cross head is formed 
with a prolongation that extends in an upward direction, the extremity 
passing through the eye of a guide, which is bolted to the beam of the 
framing, the lateral extremities of the cross head being bolted to guide 
brasses which partly encircle the columns of the framing. To the 
centre of the cross head is fixed a cranked stud, which is cranked in an 
upward direction, and terminates in a large eye. In this eye is fitted 
the traversing bush, which is recessed in a lateral direction on the front 
and back, or formed with top and bottom projections which embrace the 
expansion lever link, as shown in the end view in section. This link 
is composed of two plain bars or curved segmental pieces, which are 
bolted together at the extremities, leaving a space between them for the 
traverse of the bush. One end of the link is jointed to the lower end of 
the eccentric rod, the reciprocatory movement of which is communicated 
to the expansion valves. The other end of the link is joined in a 
similar manner to the pendent rod, the upper end of which is bolted to 
a strap that encircles a ring on the main shaft. Instead of this arrange- 
ment, the rod may be fixed to a stud arranged as near the centre or 
axial line of the main shaft as possible. A slot is formed in the lower 
part of the rod, in which is fitted a nut, and through this the horizontal 
screw works. This screw is supported in bearings, which project out 
from the columns of the framing, and on one extremity is fitted the 
hand wheel. By turning the hand wheel the screw is put in motion, 
which causes the rod to move in a lateral direction either to the right 
or left, according to the direction given to the hand wheel by the 
engineer. In this way the link is caused to move in either direction, 
so that it can be set to or from the vertical centre line of the cylinder, 
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and thus vary the throw of the link, and so alter the expansive action 
of the valves to the extent that may be found desirable. 

Another mode of arranging the mechanical details connected with 
these expansion valves is shown by Fig. 57, in side and end — sectional 
elevations. In this arrangement the lever with the cross head, cranked 

Fig. 57. 




Caird's Lmk-Motion and ReTersing Gear, patented iu the year 1862. 

stud, and link, are similar to the corresponding parts shown previously. 
The lower ends of the eccentric rod and the pendent rod are bored and 
fitted with brasses, which form the bearings for the link studs. The 
rod is jointed by a link to the horizontal rack, which is actuated by a 
pinion on the back of the hand wheel. This wheel is mounted on a 
stud which is bolted to the column of the framing : the inner part of 
this stud is formed with a shoulder to receive an eye, in which the 
stud of an antifriction roller is carried. This roUer presses on the back 
of the rack, so as to keep it in gear with the pinion. The tubular boss 
of the hand wheel fits on to the cylindrical part of the stud beyond the 
eye carrying the roller, and outside this part the stud is screwed to 
receive the small hand wheel, the boss of which is screwed internally to 
correspond to the stud. The inner edge of the boss of this wheel is 
bevelled off*, and it enters a corresponding part formed in the boss of 
the hand wheel. The valves are set to the required point of expansion 
by means of the hand wheel which moves the rack to and fro, and both 



Digitized by 



Google 



OF VALVE-GEARING. 



69 



Fig. 58. 



are fixed in the position desired by screwing up the hand wheel : which 
wedges the boss of the wheel, and holds the parts securely. In this 
way the expansive action of the valves 
may be regulated and adjusted with the 
utmost ease and facility. 

The illustration, Fig, 58, is a side and 
sectional end elevation of the eccentric 
and concentric-ring, with their bands 
for working the motion last described, 
and illustrated by Figs. 56 and 57. 

Link-motion at this date had reached 

an advanced stage of perfection. As Caird's Eccentric and King for working ana sus- 
r> 1 All 11* 11* pending the Link, patented in the year 1862. 

tor example, Allan had improved his 

straight link considerably, as shown by Fig. 59, which contrasts widely 

with that illustrated by Fig. 31 on page 35. 




Fia. 59, 
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Allan's ImproTed Straight Link-Motion, exhibited in the Interaational 
Exhibition in the year 1862. 

Mr. Gooch also, now Sir Daniel, the well-known railway engineer, 
had modified his previous adoption of Stephenson's link by the arrange- 
ment shown by Fig. 60. The eccentrics are keyed on the shaft as 
usual, and actuate the rods in connection with the link, the convex side 
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of which is turned from the shaft, instead of towards it, as with the 
" lifting " or Stephenson link. The Gooch link is formed of two bars 
very similar, as the original *^ Allan link " was, and is hung at the 
centre by a swing or radius bar on ea<5h side, so that the travel of the 
centre of the link, due to the motion of the eccentric, is always on the 
arc described by those bars. The block between the link bars is 
connected to the slide valve rod by a rod which is raised and lowered 

Fig. 60. 




Gooch's Soflpended Boz-Link-Motion and Rerexring Gear, patented in 
the year 1862. 

by levers and rods termed the reversing-gear, so that' in this case the 
shifting of the block instead of the link starts, reverses, and stops the 
engine. As this arrangement is represented in plan and side elevation, 
it can be fully understood without further description. 

The next example is taken from Dr, Zeuner s work on the link- 
motion, and was modified by Heusinger von Waldegg, a German 
engineer of good repute. This valve-gear is represented in side 
elevation by Fig. 61. Upon the centre of the driving axle, besides 
the crank, there is fixed an eccentric, the eccentricity of which forms a 
right angle with the centre line of the crank. 
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The eccentric rod imparts to the link an oscillating motion, that ter- 
minates at the fixed pin supporting the link. The link has a curved 
slot, in which the sliding block, which is connected to the radius rod, 
can be moved up and down, by means of the lifting rod, in order to 
produce a variable expansion of the steam as required. 

The radius, or reversing, rod is connected at its end tojtwo levers, 
which at their upper ends are fastened by joints to* the valve rods, 
whilst their lower ends move in sliding and vibrating bearings, formed 
with the piston rod's cross heads. Each lever has thus a very peculiar 
motion given to it ; the one end moves with the piston rod backwards 

F'lG. 61 



Heusinger ygd Waldegg's Single Eccentric, Fixed-LiDk-Motion, and 
Reversing Gear, as arranged in the year 1862. 

and forwards, while the other joint end receives from the link another 
oscillating motion, and the valve-rod joint is thus brought into such a 
motion as is suitable for working the valve, as experience has shown 
where practically carried out. 

A very simple fixed link-eccentric motion has been proposed by Pius 
Fink, also a German engineer, as shown in Zeuner's work, dating there 
from the year 1857, as illustrated by Fig. 62 on the next page. This 
is the single eccentric link-motion, the link being formed in the half- 
band of the eccentric and supported by a rod. A lever which 
swings from the fixed point is coupled to this link at the joint, so that 
the joint moves backwards and forwards almost on the centre line of 
the stroke, whilst simultaneously with the turning of the shaft, oscil- 
lating movements of the link take place from this point. 

The radius rod, which is connected with the valve rod, is moved 
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up and down in the link by means of the bell-crank lever, to which it 
is connected by the lifting rod. The engine runs then either in the 
one or in the other direction, according to whether the sliding block is 
placed below or above the dead point of the link ; and, besides that, 
the shifting of the block governs the grade of expansion. 

This valve-gear has especially been used for stationary engines, 
which have to work with variable expansion, but which have always to 
run in the same direction. For such cases only the one half of the link 
is constructed as shown in elevation at the left hand, and the sliding 
block is then fixed at any required point of the link by means of a 
screw and handle. The difference, in>., whether the shifting of the 

Fio. 62. 




Pius Fink's Link Kcceutric Motion and Reversing Gear. 

radius rod is effected through a bell-crank by means of the connecting 
rod, or whether the block is fixed in the link by a screw, must be taken 
into consideration during any theoretical investigation ; for the move- 
ment of the valve will be different in the two cases, because the slide 
block moves up and down in the link during its working between certain 
limits, in the first arrangement, but is fixed by the screw in the other. 
It is obvious that in every case where the link is supported or hung by 
a rod, tlie forward and backward motion of that point of the link is a curve 
or arc, the radius of which is the length of the rod in question. To obviate 
that motion, and make the link to move in a straight line, the arrange- 
ment shown by Fig. 03 on the next page was arranged by Von Landsee. 
The parallelogram EFFiEi is movable round the points K and Ki ; the 
vertical links EE, and FFj move on the turning of the liorizontal 
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arms EF and Ei Fi in a direction parallel to each other, and the 
guide a b, which is fastened to the vertical rod EEj and is provided 
with a slot parallel to the centre line B, will thus always occupy 
positions at which this parallelism remains unaltered. In the slot of 
the guide a b the centre pin J of the link moves backwards and for- 
wards. The parallelogram, which is provided at F^ with a counter- 

FiQ. 63. 




VoQ Landsee*8 Link-Motioo, with parallel saspension bars. 

weight, can be moved from the footplate on which the driver stands, 
in the same manner ; the shafts marked with KKi are for both levers 
identical in application. MB represents the valve-rod and N its guide, the 
link appears as lowered: and as the eccentrics are arranged, the 
engine, when the different parts are similar, as shown in the figure 
for a locomotive, will run forwards. 

Besides the arrangement of link-motion by English engineers, that we 
have already illustrated, for working two shde-valves, one over, or on, the 
other — the under valve being for exhaustion and the upper for supply and 
expansion — the German engineers have proposed and adopted various 
methods, three examples of which we select from Zeuner's work. The 
first we refer to is by Gozenbach, as represented by Fig. 64 on the next 
page, in side elevation and plan, with the section of the valves between 
the two views. The links are the box and slotted kinds, and perform 
separate duties. The box link is in connection with the main or 
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exhaust valve, which valve is only used for effecting either the forward 
or backward motion of the engine, or for bringing it to a full stop : 
this is produced by either fully lowering the link by means of the lever 
and the rod in connection, so that the forward eccentric only governs 
the valve-rod, or by fully raising the link, so that the valve receives 
its motion from the backward eccentric, or finally, by placing the link 
in its central position, so that the dead point of the link does not move 



FiO. 64. 
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Gozenbach*8 Separate Link-MotioDs with only two Eccentrics for 
worlcing the double Valves with a Divisional Seating. 

the valve-rod, and consequently, on account of the certain regulation 
of the steam, which takes place at this position of the link, brings the 
engine to a standstill. 

But the other positions of the link are not employed in the 
present valve-motion to govern the movement of the valve, so as to pro- 
duce a variable eay}ansion, as is the case in the general system, for such 
variable expansion is here produced by the supply or expansion valve, 
which receives its motion in the following manner. The expansion rod, 
which is fastened at its end to the slotted link, is connected through a 
pin with the band of the backward eccentric, and is thus moved back- 
wards and forwards ; therefore this link swings upon the fixed point 
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above it, and thus receives an oscillating motion. The end of the radius 
rod moves up and down in this link, and may be fixed in a certain 
position by means of the lever and the motion rod ; the radius rod is 
connected at its end with the rod of the expansion valve, so that the 
backward and forward motion of the block is transferred to the latter. 
Of course the nearer the block is to the fixed portion of the link, the 
less is the stroke of the valve. The main valve is a common valve, the 
outside and inside lap of which, however, is taken in the present case 
smaller than usual ; but the expansion valve, which moves in a separate 
steam chest upon the cover of the steam chest of the exhaust valve, 
is a gridiron valve. If the slots of that valve coincide with the openings 
in the seating between the two steam chests, the steam enters into the 
chest of the main valve ; and the expansion will begin as soon as the 
expansion valve shuts those openings. The slots in the expansion valve 
are generally a little larger than the openings in the seating. 

The next German example we notice is by Meyer, and has three 
eccentrics, as shown^ by plan and elevation with a section of the valves, 

Fio. 65. 




Meye/b Treble Kocentiic Gear with Liuk-Motion for woiking the 
double Valres. 

by Fig. 65. The arrangement of the gear is as follows : — The main 
valve is moved by means of a link on Stephenson's system, and the 
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only utility of the link in the present instance is for the purpose of 
reversing or stopping the engine, which is produced by the use of 
the central point or the dead point of the link to govern the valve. 
This valve consists of a plate through which are two ports, and between 
them are the bars and the port for the release of the steam. These 
two outer ports move backwards and forwards over the ports of the 
cylinder, and allow the steam to enter into the cylinder through the latter 
ports, it being supposed that the expansion valve does not cover the cor- 
responding port on the top. The expansion valve consists of two plates, 
which virtually form two screw-plates with right and left-hand threads, 
and are thus connected with the valve rod, which of course is also 
formed for a corresponding length with threads of the same kind. Thus 
if the valve rod is turned around, the two plates will, according to the 
direction of the turning, either approat^.h each other or be moved 
farther apart. The expansion valve is therefore a kind of twin-plate, 
which may either be lengthened or shortened, by which means, as the 
figure on the preceding page illustrates, an earlier or later cutting-off 
of the steam occurs, and thus a variable expansion will be produced. 

The turning of the valve rod for the variation of the expansion 
may be effected during the running of the engine by the following 
arrangement. The end of the valve rod has for a certain length a 
square section, and on this portion is placed a small pinion, this pinion 
not being fastened to the rod, but being kept in its place by some 
other means. The rod moves, during the motion of the engine, 
backwards and forwards in the pinion, without the latter taking any 
part in that motion. This pinion works into another pinion fastened 
upon the axle which carries on its end a small hand-crank. Of course 
this hand-crank is, in the case of locomotives, so placed that it may 
be easily reached by the driver. Tliis description will now show that the 
turning of the crank produces d. movement of the plates forming the 
expansion valve : a certain position of these plates, and therefore also of 
the hand-crank, corresponds to a certain grade of expansion. The 
expansion valve is generally moved by means of a special eccentric and 
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an eccentric rod ; the eccentric is fastened on the shaft, in this case, at 
an angle of advance of nearly 90°." 

The third example that we have referred to is by Polonceau, and 
consists of twin links, but single eccentrics to each link, as illustrated 
by Fig. 66 in side elevation and plan, also a section of the valves and 

Fio. 66. 




Polonceau's Twin Single Eccentric Link-Motions and double Valres. 

cylinder ports. The links are the box kind : their convex sides being 
turned towards the crank shaft, and are suspended by bars or rods that 
are fixed on a stationary centre or pin, and thus they receive an 
oscillating motion from the two eccentrics fixed on the crank shaft. The 
arrangement of these parts is therefore somewhat the same as used by 
Gooch. The sliding block for the main valve is by the radius rod 
moved in one link ; similarly as illustrated by Fig. 60 on page 70 ; this 
radius-rod is connected with the valve-rod of the main valve, so that 
the latter receives its motion from the swing joint of that link. 

The sliding block, for the expansion valve, is by the other radius- 
rod moved in the other link ; and this radius-rod therefore transfers the 
motion of the joint of this link to the expansion valve. 

The movement of the two sliding blocks by means of the lowering 
or raising of the radius rods is effected by the driver by means of the 
reversing levers, the ends of which are connected by rods with the 
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bell- crank levers, whilst the rods transfer the movement to the 
radius-rods, and thus the valves are shifted. 

The reversing levers move in the quadrant guide, which is provided 
with notches, and in which the levers can be fixed at different positions, 
in the usual manner, by means of springs. The main valve is nearly 
of the same shape as that in Meyer's valve-motion, shown on page 75.* 
The expansion valve, however, consists of a simple plate enclosed in a 
frame, but moves also on the top of the main valve. 

Those six last examples portray the aptitude of the German engineers 
for modifications of link-motion ; but while we pay them our compliments 
for ingenuity, we cannot extend them for simplicity, as in all cases com- 
plication has been particularly carried out rather than avoided. As for 
example, as a contrast, what can be more beautifully simple than our 
English link-motion as illustrated by Fig. 67. Here we have simplicity 

Fig. 67. 




English Link-Motion, as unireTsallj adapted since the year 1843. 

arranged with elegance, and both combined with perfectly equal action 
for the backward and forward motion of the engine; and all those 
accomplishments it must be remembered were invented and practised 
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in England by Englishmen as far back as the year 1843. In mention- 
ing this we may add our purpose is to place the laurels where they 
belong, without prejudice or national feeling. 

We must notice next the marine-engine link-motion as arranged to the 
year 1862 : treating first of the gear for oscillating paddle-wheel engines, 
and we may remark that the arrangement of the detail requisite to 
impart the motion to the slide-valve forms an important consideration 
with the marine-engine, and more particularly so when the oscillating 
type is dealt with. The cylinder vibrates, and also its appendages, and 
the main accomplishment is a vertical motion for the slide-valves, inde- 
pendently of their lateral motion. To produce this a sliding quadrant 
is requisite, and the efficiency of this detail depends on the curve of the 
slot. The correct shape of this curve is undoubtedly semi-elliptical^ the 
lesser radius being at the extremities. For practical purposes, an uniform 
curve is usual, the radius of which is — the angular distance between the 
centres of the sliding-blocks and the trunnion, when the working levers 
are on the horizontal line. The illustration, Fig 68 on the next page, is 
an arrangement of " link-motion and starting gear *' of a pair of oscillat- 
ing engines constructed by Messrs. James Watt and Co. The eccentrics 
are in halves, connected by bolts ; the rods being of the ordinary kind> 
with double eyes to clasp the link. The peripheries of the eccentrics 
are fitted with brass hoops with projections to suit the recesses formed 
in the bands of the rods, the hoops being also recessed on the eccentrics 
to prevent lateral movement. The link is the usual shape, with 
brasses in the eyes, adjustment being caused by cotters above the top 
brasses. The sliding quadrant is guided at the sides by semicircular 
brasses clasping the main columns, and adjusted by keys and set nuts ; 
the guidance of the upper end is attained by a bracket, secured to the 
entablature. The " side elevation " shows the link thrown back, or at 
full-stroke for starting, the quadrant and the levers being at half-stroke, 
the latter being indicated by dotted lines only. '* The end elevation " 
shows the links in section, also a portion of each of the quadrants, the 
eccentrics being represented as keyed on the intermediate crank shaft. 
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Next, attention must be given to the starting-gear. The main use 
of this gear is to raise or lower the slide-valves without the motion of 
the cranks, or steam pistons. Now, with the link motion as last illus- 
trated, this is effected by moving the link forward or backward as may- 
be required, which by the fixed positions of the eccentrics, causes the 
valves to move simultaneously. Many arrangements have been made 
and carried out to meet these requirements. In some cases the shifting 
rod is connected to a lever, the latter being keyed on a weigh shaft, to 
which motion is imparted by a worm and toothed quadrant. In 
other instances, a pinion and wheel have been preferred ; while a third 
example omits the wheel, and the rod is connected to a shifting rack, 
the latter being worked by the pinion. Each arrangement, it is noticed, 
accomplishes the same result, although the mechanical contrivances are 
difierent from each other. 

With the example on the preceding page, the arrangement of the 
starting gear is unlike any other just alluded to ; for, the principle of 
the motion is a direct action, this being attamed by a revolving screw 
and sliding cross-bar. The side elevation shows the screw supported in 
a frame at each end, with the starting wheel beyond the outer bearing. 
The cross-bar is also shown, but more clearly in the plan of the gear. 
The connection with the links is attained by flat rods hung at each 
end of the bar. In order to counteract the spiral action of the screw, 
and preserve a direct motion for the bar, two side guides are used, and 
a central slipper guide directly under the screw. Ifc will thus be under- 
stood that, on imparting a rotatory motion to the screw by the hand- 
wheel, the cross-bar receives the effect, and a sliding motion is 
imparted, by which means the link is shifted in the desired direction. 
The end elevation represents the position of the wheel between the 
cylinders, and its height from the trunnion centres. The principle of 
this arrangement is used by many firms besides Messrs. Watt : for 
example, Messrs. Penn, Maudslay, Eavenhill, Napier, and Hawthorn 
have constructed and applied it for " screw" engines. 

The shifting of the liiik, as before noticed, can be accomplished by 
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various arrangements of the details. That just alluded to is a direct 
action, or a sliding motion for the actuating ends of the connecting rods. 
Now, while admitting that this is the correct motion, it must not 
be forgotten that complication for the working parts is introduced ; 
and attendant also is the expense of manufacture and repair. To 
reduce those evils is the aim of all right-thinking engineers, and the 
firms in connection with the examples alluded to ar^ not behind in this 
matter : inasmuch that they do all they can to reduce them. 

For engines of small or moderate power, and where the slide valves 
are of light weight, and therefore easily moved, the arrangement illustrated 
by Fig. 69 is often preferred. This is an example of general practice by 
many eminent firms, one of them being the Messrs. Dudgeon, from whose 
working drawings those engraved were compiled and produced. This 
arrangement is termed the worm, wheel, and lever motion, of which the 
following is the description. The side elevation shows the eccentrics, link, 
sliding quadrant, and working levers at half-stroke; the entablature 
and trunnion-block being shown complete, beyond the gear. A portion 
only of the condenser is represented in section ; but a complete sectional 
elevation of the discharge chamber is shown, to show the means for sup- 
porting the starting wheel shaft, which is a tube cast with the chamber, 
and a loose collar, secured, on the outside prevents any lateral movement. 
The hand- wheel is keyed on the shaft, and the horizontal projecting 
handle on the wheel is for the purpose of quick manipulation, when re- 
quired. The shaft has formed with it, at the other extremity, a coarsely 
pitched screw, generally termed a worm. A toothed quadrant or wheel, 
geaiing with the worm at right angles to the starting wheel, is keyed 
on a motion shaft, the latter being supported in brackets, secured to 
the side of the chamber. At the ends of this shaft, levers are keyed and 
connected to the links by rods, thus any motion given to the starting 
wheel is transmitted to the links, and from them to the slide valves, to 
start, stop, and reverse the engines. 

The arrangement of the working-levers and quadrant, in relation to 
the starting wheel, is seen in the plan, one set of levers only being re- 
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presented, which are supported by plummer-blocks — seen in the elevation 
only — secured to provisions formed on the cylinders. The dotted curve, 
seen in the elevation of the chamber near the quadrant, is explained 
by the plan : being the space requisite for the action of the working 



Fig. 69. 




Mctisn. Dudgeon's Link-Motion and Starting Gear for Oscillating Paddle-wheel 
Engines, as used by them and other fiims, in the year 1862. 

lever. The principle of this arrangement is so obvious from the illustra- 
tion, that it is only necessary to state, that, on motion being imparted 
to the wheel, the worm acts on the toothed quadrant, and the levers, 
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by their connection with the link, shift the same, and thus the slide valves, 
are raised and lowered as required. 

To correctly understand any branch of science or arrangement of 
mechanism is first to become acquainted with the principles of the require- 
ments : and by them the engineer should regulate all his productions : 
and obviously also whether one, two, or more attainments are required at 
once, each is alike in principle. The motion for the slide valve is a 
simple effect to be produced, but the main question is the best means for 
preventing that motion when such is desired. The link, when at half 
travel, brings the working levers on the horizontal line, and thus the 
slide valves cover the ports, but the speed of moving the valves entirely 
depends on the power expended to shift the links. Another fact also 
presents itself for notice, which is : that when the eccentrics are in a 
certain position the link cannot shift the valve to produce much effect, 
and thus one engine actually has to start the other. Now to obviate 
this, the entire disconnection of the slide valves from the eccentric motion 
is required, and thus the arrangement represented by Fig. 70 is often 
used by some authorities in preference to those examples having had 
prior notice. To fully appreciate this arrangement, the main effect 
must be remembered, viz., ** independent means for working the slide 
valves." In this case the valves can be shifted to the full, or any 
portion of the stroke, irrespective of the angle of the eccentric or 
position of the steam piston, and thus the engine can be held — so to 
speak — without any regard to the mechanical means for working the 
valves. Now, to render this matter useful for practical purposes, the 
following description is given in connection with the drawing. 

The side elevation represents the eccentric at half stroke, also the 
sliding quadrant and working levers. The eccentric has attached to it a 
portion termed a " counterbalance," the utility of which is that the 
eccentric — being loose on the shaft — ^retains a horizontal, vertical, or 
any equilibrium position as determined on, when the rod is disconnected 
from the sliding quadrant. For the purpose of fixing the eccentric at 
the requisite angle, for going ahead or astern, stop pins are inserted 
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in the crank shaft, projecting beyond the periphery. Suitable projections 
in the boss of the eccentric bear against either pin when the rod is in 
gear ; the direction of the rotative movement causing the constant contact 



Fio. 70. 



End KievatioD. 



Plan of Starting Gear. 



Side Elevation. 




The English universal Single Eooentric Motion and Starting Gear for Oscillating Paddle-wheel Engines, as used in 
the year 1862, and twenty years previously, by nearly all the leading Marine Engineering Firms. 

of the pin and eccentric boss. On disconnecting the eccentric rod, the 
eccentric retains the equilibrium position — already alluded to — and 
remains stationary until the pin comes in contact with the projection 
by the rotation of the shaft, and then the engine works its valves. 
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Next, attention must be given to the starting gear. Presuming the 
engines are to be stopped, the hand lever — level with the top of the 
starting wheel — ^is pushed towards the eccentric rod, and the lower end 
of the lever being cranked into a slot in the rod forces the rod from 
its bearing on the quadrant pin. The pin then works in the loop 
secured to the front side of the rod, and the cranked end of the lever 
prevents the eccentric rod returning to its bearing. When the engines 
require to be started, the hand wheel is used as a preliminary means for 
working the slide valves. Now, assume that the eccentric rod is disen- 
gaged as described, the working of the slide valves is independent of the 
eccentric. The position of the starting wheel will be as that seen in the 
drawing under notice ; or in gear ; although the eccentric rod is shown 
connected, which is only for the means of representing the application of 
this gear. On referring to the end elevation, it will be noticed that 
on the starting wheel shaft a pinion is secured, and this gears into a 
rack, the latter being secured to the sliding quadrant. Now, on turning 
the pinion, the rack ascends or descends, as may be required, and thus a 
movement is imparted to the slide valves similar to that derived from 
the eccentric. The plan of the starting gear, between the elevations, 
conveys a ready understanding as to the connection of the several portions 
of the details, and the sectional plan of the working gear — under the side 
elevation — ^illustrates the form requisite for the levers and position of 
the quadrant, and means for guiding the same, together with portions 
of the cylinder and steam passages. 

Having thus far become acquainted with the requisitions of this 
class of valve gear, and the mechanical means to maintain the same, a 
little attention devoted to the advantage of the arrangement will not be 
misapplied. Suppose a ship, fitted with oscillating paddle-wheel engines, 
and single eccentric motion and starting gear, as last shown, is required 
to be reversed in her movement as speedily as possible, the applica- 
tion of the gear in question will be thus apparent. The eccentric rod is 
thrown out of gear — as explained — and the starting pinion pushed in 
gear with the rack, the quadrant then imparts the required motion to the 
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slide valves, to cause the steam to enter the cylinders at the opposite 
ends — the direction of turning the wheel of course determining this 
latter effect. On the engine starting, the eccentric rod can be set on the 
quadrant pin, as soon as the latter is level with the opening, and the 
spring — contained in the box connected to the entablature column — 
retains the rod in its bearing. The pinion, on the starting wheel shaft, 
being withdrawn from the rack on the quadrant, the eccentric becomes 
the agent for working the valves, without affecting the wheel. 

When the engines are required to be ** brought up " suddenly, as in 
the event of a collision or any other cause, the disconnection already 
described occurs; and, on the starting pinion gearing with the rack, 
the slide valves can be instantly set at half-stroke, thus preventing any 
admission of steam into the cylinders, and also steam can then be 
admitted into their opposite ends by shifting the valves sufficiently. 

The main advantage with this gear is, therefore, that the valves can 
be " handled " separately, at any portion of the stroke of the piston ; 
and both pistons can be operated on by the steam equally if required, 
for the purpose. Obviously also, when the valves are worked by the 
motion of the eccentric, and disconnection is not permitted, the speed 
of the pistons determines that for the valves ; but when hand, or 
separate power, shifts the valves, the admission or stoppage of the steam 
is more readily acquired. Large engines, fitted with the gear under 
notice, can be started, stopped, and reversed almost instantaneously, 
without over straining any portion of the gear. 

It is preferred, in some instances, not to use the spring and box — 
for the purpose of holding the eccentric rod on the quadrant pin — 
but to use a lever with a catch-spring, connected to a slotted 
quadrant ; the latter being secured to the side of the discharge chamber 
of the air pump — the starting wheel, in this case, being beyond the 
chamber. With this arrangement, the horizontal hand lever with 
the cranked end is dispensed with, also the slot in the eccentric rod, 
and the lever connecting rod is attached to the back of the loop instead 
of the side of the rod as in the example illustrated. 
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For engines of small or moderate power, or between ten to fifty horse- 
power nominal collectively, the hand wheel is not requisite, because the 
valves can be shifted by long double levers; the ends of the lesser 



Fig. 71. 




Messrs. Watt's Link-Motion for Screw Kngines, with Levers and a Sliding Block to raise and lower the Link, 

as used in the year 1862. 

lengths being connected to the quadrants. During the motion of the 
valves the starting levers are somewhat affected, which, for small engines, 
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is not of much importance ; but the adoption of either the " wheel " or 
*' lever " for manipulation depends on the power requisite to shift the 
slide valves ; the less the friction, therefore, often due to the pressure 
of the steam ; the less the power requisite to "start, stop, or reverse" 
the engines. 

The firms at present most partial to the arrangement illustrated on 
page 85 are Messrs. J. Penn and Son, Messrs. Maudslaj, Sons, and 
Field, and Messrs. Eavenhill and Hodgson. Each of those authorities 
differ slightly in their notions of design, but they of course accomplish 

Fig. 72. 




Measn. Watt's Llnk-Motion for Screw Engineit, with their Parallel Motion for raising nnd lowering 
the Link, as used in the year 1862. 

the same result in the end^ The example illustrated is very similar to 
the practice of Messrs. Penn and Messrs. Ravenhill. 

We next explain and illustrate the best arrangements of link-motion 
for screw engines, as they are popularly termed, or engines applied for 
working screw-propellers, beginning with the arrangement by Messrs. 
James Watt and Co., as shown by Pig. 71 ; the main accomplishment of 
which is that the fixed end of the pin, on which the link suspension rod 
is secured, always rises and falls vertically ^ as its extremity works in the 
guide piece that is secured to the main frame for that purpose, and the 
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reversing gear consists of levers and a counterbalance, worked in a 
similar maimer, as shown by Fig. 68 on page 80. 

Messrs. Watt have also another arrangement, to attain the same eflfect 
as that just referred to, which is illustrated by Fig. 72 on the pre- 



Fio. 73. 




Messrs. PeDn*s Slotted Link-Motion for Sci-ew Engines, with Screw-rod and Lever for raising and lowering the 

Link, as waed in the year 1862. 

ceding page. In this case their well-known parallel motion is brought 
into practice for the purpose, and performs the requirements equally as 
well as their sliding pin and guide arrangement, shown by Fig. 71. 
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We direct notice next to Messrs. John Penn and Son s arrangement 
of link-motion, as shown by Fig. 73. The link is the slotted kind, 
the eccentric rods being connected within the extremities, and the 
suspending point is at the centre of the link. The eccentrics are the 
usual type with gun-metal bands and wrought-iron rods. The link is 
raised and lowered by a screwed rod receiving motion from mitre gearing 
on it and the hand- wheel shaft. The weight of the link, pins, rods, and 
sliding block is counterbalanced by the lever and balance weight below 
the ** motion ;" and thus the power requisite for shifting the slide 
valve is greatly reduced. It will be noticed that two valve rods are 
adopted, and the requisite guidance is above, below, and central of the 
rods, by which positions a direct action is certain. When the firm in 
question use a single rod for the valve rod the central guide is adopted 
only : of a square section across. 

To be noticed next, also, as an improved example, the illustration, 
Fig. 74 on the next page, is worthy of record. This is an arrange- 
ment by Messrs. Maudslay, showing their experience in the matter. 
It will be seen that the principle of the action is nearly as that of 
Messrs. Penn's arrangement, but the design varies in many points. The 
lifting rod is connected to the centre of the link, and the rod is looped 
at the connection with the lever, and thus the link rests on the sliding 
block. This is contrary to the connection in Fig. 73, where the 
rod is connected alike at each extremity, and the link hangs on the 
connecting pin. The position of the screwed rod in Fig. 74 is behind 
the link, and thus the lifting rod is in advance, or two separate con- 
nections with the ** balance lever ;" but Messrs. Penn, it will be seen, 
prefer a single connection, or at the extremity of their lever. With Fig. 74 
the slide rods are guided by brackets secured to the main frame — ^the 
latter being shown in the plan and elevation. The central guide for the 
cross bar, as seen in Fig. 73, is omitted by Messrs. Maudslay, and the 
block pin is fixed behind the bar, rather than nearly centrally of its width, 
as adopted by Messrs. Penn. Messrs. Maudslay prefer the eccentric 
rod and half band to be in one forging, lined with gun metal where in 
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working contact. The counterbalance is hung on the lever, rather than 

Fio. 74. 




Messrs. Haadsla/s Slotted Link-Motion ibr Screw EngiDes, with Screw-rod and Level' for raising and lowering 

the Link, as used in the year 1862. 

fixed, and the weigh-shaft is supported in the main frame, thus dis- 
pensing with the bracket used by Messrs. Penn. Excepting these 
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differences of opinion alluded to, both the firms have decided almost 
alike on the same subject. 

Not long ago in the fix)nt rank of marine engineers stood the late 
Edward Humphrys, not only for his inventive faculties, but also for his 
practical treatment of any detail he investigated. The arrangement of 
the link-motion that he adopted was originally introduced by Mr. 
Nasmyth, but improved on and brought to its present state of perfection 
by Mr. Humphrys, as shown by Fig. 75. This arrangement consists of a 



Fig. 75, 




^^T^ 



Messrs. Hamphrys' Solid Lmk-Motion for Screw Engiueo, with Lever Motion (or raising and lowering tlie Link, 
as used in the year 1862 ; but was made and applied bj Mr. Nasmyth to a Winding Engine in the year 1852. 

Hoia bar as the link, instead of the slotted kind used by Messrs. Watt, 
Penn, and Maudslay. This link passes through the block, which is par- 
tially cylindrical, and the curved sides permit the oscillation required. 
The adjustment of the wearing surfaces is accomplished by the set 
stud on one side, and the slide valve rod at the other ; the rod being 
screwed in its connection with the portion enclosing the blocks ; the 
nut outside the plate preventing looseness of the connection. The 
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gliding portion is guided in a fiat dovetailed guide, which latter is a 
hollow bracket secured to the front of the casing; and the adjustment of 
the surfaces in working contact is ensured by bolts and nuts securing 
the adjustable or lap portions of the guide. 

The guiding portions of the valve rod having been thus far explained, 
attention is next directed to the link and its connections. The 
eccentric rods are attached in the ordinary manner by being forked and 
clasping the link — ^bolts and nuts being used in the place of the usual 
pins and washers. The upper extremity of the link is prolonged 
beyond the rod's connection for the purpose of being guided when in 
the position shown. The guide is a curved slotted block supported on 
a standard or rod of wrought iron secured on the hollow bracket. The 
lower extremity is connected to the lifting rod,* and the latter to the 
lever requisite to impart the required motion to shift the link; the 
other lever nearly vertical being in connection with the starting gear. 
The remainder of the details can be so well understood from the draw- 
ing, that further description is not requisite. 

The firm to be referred to next, as constructors of ** solid " link- 
motion, are Messrs. Kavenhill. Their arrangement will be understood 
by referring to the example illustrated by Fig. 76, together with the 
following description. — The link is dovetailed on one side, and passes 
through the block, which is in separate portions. The sliding piece 
supporting the block is dovetailed at the back, and fits in a guide 
bracket of corresponding form, the adjustment of the guiding surfaces 
being by studs and nuts securing the guide plates. The centre line of 
the eccentrics, in plan, is a continuation of that of the slide valve rod ; 
but the connection of the rods is at the side of the link, rather than 
clasping the same, as in the previous examples. The pins are fitted 
with brasses, and their adjustment is effected by keys and screwed 
cotters fitted in the rods. The arrangement for raising and lowering 
the link is unlike any of the previous examples, although almost 
similar details are employed ; in this instance the screwed portion of 
the rod is nearly opposite the link, instead of above or below it. The 
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lever is connected by two short flat rods to the sliding block on the screwed 
rod ; the lifting rod being connected to the upper eccentric rod's pin. 
Now, on revolving motion being imparted to the screwed rod by the 
overhead mitre gearing, the screw block will rise on the rod, and, by 
its connection with the lever, raise the link. It will be remembered 
that Messrs. Humphrys guide the upper extremity of the link. Now 



Fig. 76. 




Me&us. KaveDhill'H Solid Link-Motion for Screw Engines, with a Screw-Rod, Sliding-Block, and Lever for raising 
and lowering the Link, as used in the year 1862. 

Messrs. Ravenhill, it will be seen, guide the lower end, by the bracket 
secured below the valve rod- guide bracket. 

The arrangement of link-motion next to be noticed was originated by 
Mr. Howe, and used by him in the year 1847, and has with equal success 
been applied by Messrs. Dudgeon, of London, in connection with the 
engines fitted in the M.S. " Euahine." This example is illustrated by 
Fig. 77, on the next page, and the following description will render its 
advantages conclusive. — The link is in two separate portions connected 
at the extremities by bolts and nuts. The block is enclosed in the eye of 
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the valve-rod, and is recessed on each side to receive the links, and by its 
being thus enclosed in the eye of the valve rod the support for the neces- 
sary vibration is simply attained. The upper and lower surfaces of the 
eye of the rod are guided by two rods above and below, that are keyed 
into bosses formed on the casing, and thus any deflection is obviated. 
The eccentric rods are attached to the ovier surfaces of the links, separate 
pins being requisite for each connection. The suspending or lifting rods 
are connected centrally of the link, and thus an uniform action is certain. 



Fig. 77. 



h ^.j^f^ 



^<B\\ D) ) m I 




Messrs. Dudgeon's Twin " Solid " Link-Motion for Screw Engine*, with a Centml Connection for raising and lower- 
ing the Link, as used iu the year 1862; but was invented and applied by Mr. Howe (the inventor of the 
link motion) in the year 1847, to a winding engine now working. 

irrespective of the direction of the crank's movement. With this arrange- 
ment there are certain advantages worthy of comment ; the centres of 
the block and eccentric rod's pin are on the same point, also the link is 
suspended centrally of its length, and strength" of material is gained by 
its peculiar form and mode of connection. 
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It will be remembered that with all the previous examples alluded 
to, the link is directly in front of the valve casing, or on the same side 
of the crank shaft as the cylinders. This situation is, however, by no 
means compulsory, for Messrs. Napier and Eennie have often fixed 
the valve rod-guide and suspended the link to and at the side of the 
condenser ; the slide valve rod being prolonged to connect with the 
sliding piece supporting the block pin, and thus a return action results. 
This arrangement will be better understood by looking at Fig. 78. The 



Crank GhafL 



Fig. 78. 



Condenser. 




Messrs. Napier's Slotted Link-Motion Ritanted opposite to the Cylinders, for Screw Engines, with the Slide Valve 
Rod above the Crank Shaft, as used in the year 1862. 

valve rod, it is seen, is above the crank shaft — ^the Messrs. Uennie 
prefer two rods above and below the shaft — and inside the eccentric 
rods; the guide-block is a flat plate, bevelled at the edges, working 
between corresponding guide pieces secured to the side of the condenser. 
The link is the slotted kind, hung at the centre of its length, by the end 
of the upper lifting rod, the other extremity of which is attached to a 
sliding-screw block above the link. The lower rod is connected to a 
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Fig, 79. 



lever below, the shaft of which is in connection with the counter-balances 
and steam starting gear. This arrangement for the situation of the 
link is particularly adapts for return-action engines, where the position 
of the cylinders is as close to the cranks as the half stroke of piston and 
clearance for the connecting rod head will permit. It is also certain in 
its application when long eccentric rods aret required. 

The connection of the valve rod with the link is an important matter 
in the arrangement of link-motion, and it will be observed that only 

Messrs. Humphrys and Dudgeon 
adopt a central connection in plan 
for the link and slide valve rod. By 
Fig. 79 a mode of connecting the solid 
link and the valve rod is represented, 
as adopted by the author ; the block 
encloses the link, and has projections 
on each side for support, each of which 
are inserted in the forked portion of 
the valve rod. The block is open at 
the front to allow the centre of the 
eccentric rod to be on the centre of 
the block both in elevation and plan. 
The adjustment of the wearing sur- 
faces of the block is effected by a 
back plate and key ; the front sur- 

Burgh'B Solid Link.Motion for_ Screw ^npneB,^w|th ^^^^^ ^^.^^ ^^^^j^^ ^^ ^^^^^ ^^^^^ ^^^^ 

at those parts. The link is slotted 
at the extremities to receive the rods, 
but solid between; thus a single-eye eccentric rod is available, com- 
bined with a single solid link and a central connection. 

Common to all engineers is the fact that the cause for raising and 
lowering the link is to alter the position of the slide valve ; now to 
reverse the principle of this, Mr. C. Sells has patented an arrangement 
of valve-gear adopted by Messrs. Maudslay, which is represented by 




a direct connection for the Eccentric Rod in ) 
with the centre of the Valve Rod, in plan and ele- 
vation, as used in the year 1 862. 
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Pig, 80. The elevation shows four spur wheels in gear; two of 
which are fixed and the remainder loose on their shafts. The link is 
a fixed curve formed with each bracket supporting the valve cranked 



Fig. 80. 



>^.r:^<. 








Messrs. Maudblay's (^^ell's patent) aiTangement of Spur Gear and Stationaiy Liuk-Mutiou for 
three-cylinder Screw Engines, with Screw Kod and Mitre Gearing for reversing, as used in 
the year 1862. 

shaft ; cranks being preferred in the place of eccentrics to impart 
the motion to the valves. The main, or first motion wheel is fitted on 
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the main crank shaft ; the next wheel in gear and that directly above it 
are loose on their shafts, and the fourth wheel is keyed on the valve 
motion shaft. Now on motion being imparted by the first wheel to 
the second, the third and fourth wheels are respectively affected, 
and thus the constant motion for the valves is occasioned. To stop 
the engines the valves must be situated at half stroke, and this situation 
is occasioned by the block in the link being set at midway position. 
The attainment of this is, by the raising or lowering of the levers below ; 
— ^the screwed rod and mitre gearing being the transmitters of motion 
from the hand wheel. It will be noticed that the two loose wheels are 
supported by the lifting rod, and the lower end of the rod is fixed 
to a sliding block fitted in the angjular groove formed in the framing ; 
the motions of the extremities of this rod are therefore curved at the 
upper end and straight at the lower. To start the engines, or rather 
shift the slide valves, the wheel on the valve shaft must be moved, while 
the lower wheel remains in gear with that on the main shaft. Now it 
is the constant contact of the teeth that effects this ; for obviously 
when the main shaft-wheel is stationary, any motion given to the 
wheel in gear with it must cause the same to revolve, and thus the two 
wheels above are likewise turned around. The principle of the arrange- 
ment is therefore that the lower loose wheel is the " starting, stopping, 
or reversing " agent, and the wheel on the crank shaft the '* driver." 
The arrangement of the details in plan is compact, and situated cen- 
trally of the engines in most cases, rather than as the ordinary link- 
motion, fore and aft of the outside cranks and frames. 

Having fully investigated the link-motion as applied in the year 1862, 
and also as used for some time after, even to the present date, we will 
next explain the expansion valves and gear, adopted by the marine 
engineers before and after that period. 

The side-lever engine had had full swing as the most popular and 
universal of all engines as far back as the year 1830, and we have no 
hesitation in stating, that for slow speeds and with ample engine room, 
that engine has even now no equal ; for as the wearing and moving 
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parts are perfectly balanced, the vibration is the least possible, and the 
repair, therefore, similarly reduced. 

The valve gear in use with these engines was the single eccentric and 
rod, the former being loose on the crank shaft, with two pins in it for 
the eccentric to fix against, at opposite angles as required, for the forward 
or backward motion of the engines, as explained and illustrated on page 
85, for oscillating engines. 

The expansion gear used was the '*cam and roller" gear, which 
consisted of a series of cams in one casting, laid as it were one on the 
other at respective angles for separate purposes ; and the roller was hung 
on a spindle, so that the roller could be regulated in position to gear 
with the cams, for the several grades of expansion that were provided 
for. This gear was used for oscillating engines also : on account of the 
slow speed those engines always work at comparatively with the direct- 
acting screw engines. 

The illustration shown by Fig. 81, on the next page, is a very good 
example of cam-expansion-gear, as used even in the present day, 
but has been in general practice since the year 1840, It is represented 
in side and end elevations. 

The side elevation shows the cams, levers, and motion at half- 
stroke — the steam pipe and valve casing being in front of the lever, 
and the trunnion plummer-block at the back. The end ele,vation 
represents the casing, valve, pipe, trunnion-block, and portions of the 
cylinder and lower frame in section. The expansion gear is shown 
complete, also the cam, but the entablature is shown half in section, 
and in complete elevation in the side view. 

The action of the gear will be thus understood. The arrangement, 
seen in the side elevation, is a series of cams of unequal forms or curves : 
which are for the alteration of the grade of expansion when requisite. The 
motion of these cams is imparted to the throttle valve by a series of 
levers. These levers are cast together with one boss, thus forming 
a " carriage," the shaft of which is secured to the entablature. The 
perpendicular lever connected to the spring box, is always pushing 



Digitized by 



Google 



102 



HISTORY OF THE PRACTICAL APPLICATION 



towards the opposite column, and thus the roller, that is hung on the 
pin of the angular lever, is when in gear pressing on the cam ; therefore 
the cam, when revolving, causes the horizontal lever to rise and fall. 
The connection of this lever with that on the throttle valve spindle, 



KiG. 81. 




Ordinary Expansion Gear and Throttle-V^al ve for Oscillating Paddle- 
wheel Enfi;ine8,a8 used by the leading Marine Firms in the year 
1862,'and for thirty-five years previously for Side Lever Engines. 

is by a single connecting rod. At the side of the casing is seen a 
perpendicular rod in connection with the handle lever, on the hori- 
zontal line. This lever works in a slot in this rod, and, with the use of a 
set screw, any position or angle for the valve can be retained. Should 
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the cam be required to revolve without affecting the valve, the roller 
can be thrown out of gear by the handle, and the whole of the levers 
will be held in the direction indicated by the arrows ; the set screw 
rendering their position stationary. When the grade of expansion is 
required to be altered, the hand-pin, — on which the roller is hung, seen 
in front of the cam in the sectional elevation, — is turned to shift the 
position of the roller opposite to 
the required cam. The spindle is 
screwed in the present example, 
and a set-nut outside the boss 
retains the required position. 

When "cross frames" are 
used as well as, or in the place ' 
of columns, the gear is arranged 
as shown by Fig. 82, which is 
the side and end elevations of 
the gear and its connections, 
minus the throttle valve and 
levers below, as shown in the 
previous example. 

These two arrangements are 
very popular both in England 
and Scotland with the leading ^'■^>°*^y^'^P'^"^'?°-;^«";i^^^i^^^ 

^ ah us«d by the leading Marine rimis lu the yeai' 1862, aiid 
marine firms. for thirty -Hve years previously for Side Lever Engines. 

The next example which deserves attention as a simple and effective 
arrangement, is that generally adopted by Messrs. Maudslay, Sons, and 
Field ; this firm prefer the form and arrangement of the details as illus- 
trated by Fig. 83, on the next page. The side elevation shows the valve 
and casing in section, and the gear complete behind the casing — the 
relative position of the gear will be better understood by referring to the 
plan. The eccentric, shown in elevation above the plan, is of the ordinary 
kind with a hoop or band, having three rods connected to its lower side. 
One rod, it is seen, is connected to the gear under notice and the 
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remaining two to the feed and bilge pumps plungers — one pump being 
only shown in the elevation and plan of the arrangement. 

The valve is cylindrical, with openings for the admission and regula- 



Fio. 83. 




Messrs. Maudslay's Eipansion-Genrand Vibraling-Valve for Oscillating Paddle-wheel 
Engines, as used in the yt^ar 1862, and twenty years previously. 

tion of the flow of the steam. Tlie passage or opening in the upper 
side of the valve admits the steam, and the four openings below permit 
its escape to the passages in the casing. The openings in the inner 
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shell of the casing correspond with those in the valve, and the widths 
of the solid portions of the latter determine the laps required. After 
the steam has passed through tlie yalve, it flows into the passage in the 
casing, and from thence into the trunnion opening; the valve and 
casing being of such a simple character, that the sectional view only is 
deemed requisite to illustrate them. 

The motion required for the valve is obviously vibratory, to admit 
and intercept the steam, which is attained by the rotary motion of the 
eccentric. The connection of the latter to the valve spindle is by a 
series of levers, with separate shafts and connections. The motion 
from the eccentric is transmitted in the following manner. — The rod 
attached to the eccentric band is connected to the first motion lever — 
shown at an angle — a second lever being shown on the horizontal line. 
This last — or second — lever transmits its action to a third but shorter 
lever, which is keyed on the valve spindle ; the connection with this 
lever being attained by an adjustable rod. 

On alluding to the plan, it wiU be seen that the '* first lever " — seen 
in the elevation as one — is actually two levers at the same angle. 
The front portion is secured on a pin, and the back part separately 
secured on a shaft, supported by a bracket cast with the trunnion 
plummer block. Inside the first bearing is the '* second lever " — 
horizontal — in the elevation. 

Obviously, from this connection, on the eccentric causing the first 
lever to descend, the second lever will ascend, and the third lever and 
valve will oscillate, due to their position on the spindle. 

Thus far the motion is rendered apparent ; further attention is now 
requisite to understand the mode of regulating the grades of expansion, 
to which the remaining portion of the gear — ^not yet alluded to — 
pertains. Forming a portion of the bracket alluded to, is a projection 
for the purpose of supporting two guide rods, angularly situated, and 
sustained at the extremities by a cap and nuts. Clasping the rods, at 
the back end, is an adjusting block, the motion for which is acquired by 
a third rod screwed between its bearings, and prolonged beyond the 
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cap with a cross-handle. The two levers before alluded to, termed to- 
gether the " first motion lever," are attached together by a dove-tailed 
portion at the extremity of the inside lever, the latter, by its connec- 
tion with the shaft, remaining laterally fixed, while the former slides in 
common with the action of the block. 

The dotted angular lines and arcs denote the travel of each lever, 
when the block is in the position illustrated. Now, on lengthening 
the " first lever " — by shifting the block — the travel due to the 
eccentric being unalterable, the motion of the " second lever " will be 



Fig. 84. 




Messi-s. Pcnn's Expansion-Gear and "Gridirou" Slidinj-Valve for Screw Engines, as used in the year 1862. 

lessened in proportion to the difference in the radii described by the 
levers — both being shown as equal in the illustration. 

Further, if the motion or travel of the second lever is reduced by 
lengthening the first lever, obviously the travel, of the third or 
valve lever will be affected proportionately. It will be noticed, also, 
that the shifting of the adjusting block not only lengthens the first lever 
referred to, but it also shifts the valve on its axis, and thus the grade 
of expansion is thereby altered. 

Having done justice to the examples of exp<uision-gear for oscillating 
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Fio. 85. 



paddle-wheel engines, we will now refer to the best example for direct- 
acting screw engines, commencing with Messrs. Penn's arrangement, 
as shown by Fig. 84, on the preceding page. The expansion valve 
is the ** gridiron " tjrpe, sliding on a seating of corresponding form ; 
both being shown in side section and plan, further allusion is 
scarcely requisite. With reference to the ''gear,** it consists of an 
eccentric as a prime mover, and the rod is in connection with a slotted 
lever and sliding-block at the other extremity. The pin is fixed in 
the sliding block, that is contained in the g^rooved portion or link, 
supported by the bracket at the front of the casing. The cranked 
handle, above the projection over the groove, is fixed on the screw-roJ 
passing through the block, thus the eccentric rod pin can be shifted 
in the groove when required, to suit the grade of expansion settled on. 
Suitable means for disengaging the rod and retaining it out of gear 
is ensured by the loop, guide rod, and 
hand lever shown above the bracket. 
The valve rod is connected by flat 
bars and pins to the link, and guides 
are obviated by the sufficient strength 
of the rod and shortness of the stroke. 

Messrs. Watt, Napier, Humphry?, 
llavenhill. Laird, and Maudslay now 
adopt, in most cases, the valve and gear 
nearly as those by Messrs. Penn, at 
least if not in design, the same in 
principle of effect and arrangement. 

The firm next to be alluded to, who 
also adopt the principle of this ar- 
rangement, are the Messrs. Eennie ; 
but in the place of a gridiron valve, a 
tubular, perforated valve is preferred, 
with a seating to correspond. This 
example is illustrated by Fig. 85, and 
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Messrs. Rennie's SlidiDg-b^quiiibrium Cylindrical I*er- 
forated Elxponsion Valve, Seating and Casing, for 
Screw Engines (similar to AUicrton's, Fig. 29, 
pige 32), used from the rear 1853 to 1862. 
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shows that two tubes — one withia the other — comprise the valve and 
seating, and the difference in the widths of the openings and solid 
portions between, produces the " cut-off " requisite. The valve slides up 
and down, and derives its motion from an ordinary eccentric, and the 
change of the grade of expansion is effected by a link and connecting rod 
attached to the valve rod. To understand the utility of these latter 
details readily, will be to refer to Fig. 86, which are elevations of the 

Fio. 86. 




Messi-s. Renuie's Expansion-Valve Link-Motion worked by an Eccentric, 
for the form of Valve shown by Fig. 85. 

link, eccentric rod, adjusting handle and quadrant. The connecting 
rod is also shown at half stroke situated centrally of the slot in the 
link — the dotted lines on the quadrant depicting the utmost movement 
effective or neutral, as required. The lever, projecting above the 
link, is keyed on a portion formed with the link, and the counter- 
balance obviates the weight of the valve and details affecting the 
motion. The quadrant and hand lever are shown in section, to show 
the mode of setting the connecting rod, when the engine is in 
motion, if requisite. Obviously, the main advantage with the valve in 
question is, that the pressure of the steam cannot affect the surfaces in 
working contact, and thus an equilibrium action results. 

The '' tubular valve " does not always receive a " sliding " motion, 
as the example by Messrs. Maudslay illustrates, as represented by 
Fig. 87. It is preferred by that firm to cause the valve to revolve 
within a barrel having openings or ports of less width than those in 
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the valve, by which difference a variable cut-off is effected. The required 
motion is derived from the engine shafl, and transmitted to the 
valve by spur, mitre, and bevel gear- 
ing. One of the spur wheels, 
and the entire set of mitre gear- 
ing is illustrated in plan by Fig. 88. 
It will be seen that the counter 
shafl has fitted on it, between the 
bearings, a clutch coupling, with 
discs on each side of the clutch ; one 
of the discs, when in gear with the 
jiMd pin, holds the valve stationary ; 
and the other, when coupled with 
that opposite, shifts the valve. As 
the latter attainment causes the 

grade or cut-off, it will be requisite Messrs. Mandsla/s Cylindrical Revoiving-Eipansion. 

to further explain the same. On ft.;|;;'i,^'i^l84o^^^^^^ 
the counter shaft, between the bear- 
ing and the coupling, is a curx^ed grooved barrel, encompassed by a loose 
ring or boss fitted with a pin, which passes through the slot in the 

Fio. 88. 








Lfco 



Messrs. Maadslay's Expansion Valve Gear for the Valre as shown hy Fig. 87. 

barrel and fits in a straight groove in the shaft. On the right hand of 
the mitre gearing is seen a hand wheel and screw, which latter is con- 
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nected to the slidiog boss on the barrel. Obviously, then, on motion 
being imparted to the hand wheel, the boss will advance and recede, and 
the barrel will be turned in a corresponding direction. It is almost 
needless to add that the pitch of the curve of the groove in the 
barrel is the main consideration in proportion to the laps of the 
valve to produce the several grades of expansion. 

Messrs* Ravenhill have also adopted mitre gearing for expansion 

gear, but the valve, instead of being 
tubular, is square, with curved 
flanges — the width being propor- 
tioned to the stroke of the piston, 
speed of the valve, and grades of ex- 
pansion. The casing encloses the 
valve, and the rod passes through 
both details, as illustrated by Fig. 89. 
The arrangement of the gear- 
ing is simply accomplished as fol- 
— on the extremity of the crank 
is secured a mitre wheel, a 
counter shaft — with a wheel at each * end — imparts motion to a mitre 
wheel on the valve spindle ; — a plan and elevation of the gearing is 
depicted by Fig. 90. The alteration of the grade of expansion is 
effected by a grooved barrel, situated directly behind the mitre wheel 
on the angular counter shaft. A hand wheel is used to turn the shaft, 
and a lock nut retains the required position for the valve. This arrange- 
ment will be more readily understood by alluding to the sectional view 
of the same— -shown in the elevation. The mitre gearing is dis- 
connected by the clutch and coupling on the extremity of the crank 
shaft, and thus the setting of the valve is effected without stopping 
the engines. The small crank in front of the coupling is for the 
purpose of working the hand pump when required. 

It will be remembered, that in all the previous examples the altera- 
tion of the grade of expansion is effected by shifting the valve. 
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MeasrR. Ravenhill's Kx|)ansion, Hevolving-Klat- Valve loWS ! 
for Screw Engines, as used in the year 1862. 

shaft 
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Now Messrs. Watt accomplish a similar result by shiftinor the seating 
on its axis, the valve being the tubular kind, as shown by Fig. 91, 



Fig. 90. 




Messrs. Rarenhiirs Expansion Gear for the Valre shown by Fig. 89. 
Fig. 91. 




Messrs. Watt's Stationary-Rquilibriam Expansion Valve, with a Jiecoiting Sratiiu/ : 
for Screw Engines, used in the year 1862, and thirty years previously. 
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Fig. 92. 



The valve has two ports nearly opposite each other, but the openings 
in the seating are divided by narrow bars. The seating is supported 
within the casing, and the valve by the spindle in the centre. The 
bush that passes through the stuffing-box is connected to the seating 
by an internal coupling at the extremity of the same ; and by the 
handle on the bush, the seating can be shifted around in the 
required direction to alter or set the grade of expansion. The motion 
for the valve being rotary, mitre wheels with the requisite counter shaft 
are used — one of the mitre wheels being shown at the extremity of the 
valve's spindle ; those for the shaft being omitted. 

Our remarks next refer to the valves 
and gear for land beam-engines, such as 
were used about the year 1862, for 
*' winding, pumping, and blowing," and 
other requirements. For engines of 
small size, whether condensing or non- 
condensing, the ordinary eccentric mo- 
tion and slide valve were used, as is 
indeed often at present; but for large 
engines, particularly for pumping, with- 
out the fly-wlieel, the old Cornish valve- 
gear, as illustrated by Fig. 4, on page 
10, was still adopted, and is used now 
with detailed improvements according to 
the fancy of the designer. 

The strokes of the pistons of those 
engines are comparatively long, and 
their motion is similarly slow ; therefore 
the cam-motion is applicable with every 
advantas^e. and for that reason the 

Burgh's Kotary-Cam and Vertical-Motico Casing . i t i •! 

combined with DiMngaging Gear, for Working, rotary Cam, worfced by mitrc gearing 

Sapply, and Kzhaust Steam, Equilibrium « .•, ii.ri.i.1 

Cylindrical Valves of Beam E^gini, applied from the crauk shatt. has been univcr- 
in the year 1862. g^jj^ adopted by the respective makers 
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of beam engines. Amongst the general rotary cam motions, that 
arranged by ourselves may be referred to, as illustrated by Fig. 92. 

The cam revolves with a shaft driven by mitre gearing, and the 
casing is a gun-metal box as deep as the cam is long and as wide as 
twice the radius of the end or main curve of the cam. The exhaust 
valve rod is keyed in the socket below the box^ and the supply valve rod 
is loose in the long socket above the box when out of gear, and when 
in gear for working the engines, the disengaging key is inserted through 
it, as shown in full lines ; the dotted position representing the key out 
of gear or for stopping the engine. 

By this simple arrangement for disengaging the supply valve from 
the motion of the cam, engines of the largest power can be handled 
with one hand ; because the little pawl when down keeps the key out 
of gear, and on lifting the pawl the spring in front of the key-handle 
drives it in; and an ordinary marine starting wheel, with suitable 
handles, on the cam shaft turns the cam separately when required, so as 
to start the engine exceptional to the mitre gearing, and similarly 
to reverse or stop it also. 

The steam valve, seating, and part of the nozzle casing are shown in 
section by Fig. 93. The valve is scarcely equilibrium, as the top seating 
is a little larger than the lower, and a spring ^^^ ^3 

was used to counteract the unequal action of 
the steam on the two areas. The steam 
passed through the body of the valve before 
it entered the cylinder, and thus the valve 
readily closed when required. One cam was 
used to work each supply and exhaust valve 

for the opposite ends of the cylinder, by bui^v. ordinary cyimdncai dcuUe^t 
which arrangement those valves were side steam Vaive and seating for Beam 

, . , . Ill, Engines, applied in the year 1862. 

by side — top and bottom. 

In another instance we used the supply valve as shown by Fig. 94, 
on the next page, but the steam surrounded the valve in this case be- 
tween the seatings before it opened, and therefore by its shape also a 
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inore equilibrium action was permitted. The exhaust valve is illustrated 

Fw. 84. Fio. 95. 




Burgh's nearly Ktiuilibrium Cylindrical 
double-sent Supply Steam Valve and 
Seating for Beam Engines, applied in tlie 
year 1863. 




Burgh's Equilibrium Cylindrical double-seat 
Exhaust Steam Vnlve, and Closed Bottom 
Casing, for Beam Engines, applied in the } enr 
18)3. 




by Fig. 95. The bottom of the seating is 
closed, and the steam passes through the valve 
before it is opened. With this engine the 
supply and exhaust valves were over each 
other, top and bottom of the cylinder, instead 
of right and left as previously described. 

The gear that we designed and used for 
these last two valves was mitre gearing, 
which from the crank shaft transmitted 
motion to a cam shaft and frame, guided 
by two standards ; but as this was a winding 
engine and required to be reversed instantly, 
as well as stopped or started, we worked the 
valves by a lever and box motion, as shown 
by Fig. 96, the box being formed for sym- 
metry more than for actual requirement. The 
disengaging gear is the same as that illus- 
^^^ trated by Fig. 92 on page 11:?. 

The original ordinary equilibrium steam 
Burgh', Lever and Box Motion, with dis- valvc for beam eugiucs is showu by Fig. 97. 

engaging Gear for working the Valvesof J ^j^Jg ^^ ^ ^J^g rcktivC OOSitioUS of tllC 
Beam Kngmes, npplied m the year 18b3. * 
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Fig. 97. 




smaller and larger seats are reversed to those previously illustrated, 

but the non-equilibrium action of the steam is the same in effect, 

because the relative diameters of the 

seatings are practically coincident. For 

example, in the previous valves the lower 

seat portion of the valve passes through 

the inner diameter of the upper seat ; but 

in til is case the lower seat portion of the 

valve surrounds or encloses the <mter 

diameter of the upper seat, so that the 

unequal areas for the action of the steam 

is the same in both cases. As this valve 

is shown closed in full, and open by 

dotted lines, its utility can be readily 

understood without further description. 

In order to obviate the non-equili- 
brium action of those valves, we designed 
and applied the valves as shown by Fig. 
98, which eradicated all the errors of the others, and proved to be of 
proportionate value as an attainment in practice. We made our new 
valves in halves of equud diameters, by fio. 98. 

which the seats were identical, and bolted 
the halves together centrally by nuts on 
the motion rod. By this arrangement 
we had a twofold advantage, which was, 
that the supply and exhaust valves could 
be made to close and open by the action 
of the steam^ or vice versd, while springs 
could be used, if preferable, to keep the 
cam box on to the cam face, if the seats 
of the valves were perfect dupUcates, 
which of course in the other cases they were not. 

The valve gear we used was the unevenly-curved cams ; the shaft on 

I 2 



Original Coraish Equilibriam Cylindrical 
double-seat Steam Valre and Seating for 
Beam Engines, 




Burgh's perfectly Is^uilibrium Twin Seated 
Cylindrical Steam Valves for Beam Engines, 
designed and applied in the year 1863. 
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Fig. 99. 




Burgh's Rotary Cam Motion with Expansion 
Curves for the Cam and Case, siibjeA. to 



which they were keyed being driven by mitre gearing from the main 
crank shaft, and the cams were enclosed in a box or case of peculiar, but 
particular form, applicable for the grade of expansion, sudden cut-off, 

and release, with perfect exhaustion and 
ample lead. An illustration of this gear 
is shown by Fig. 99, so that it can be 
easily understood. 

The exhaust and supply valves are 
side by side at the ends of the cylinder. 
The main advantage in this arrange- 
ment is that we could, and did, adjust 
and shape the cams — as they were sepa- 
rate for each valve — for any grade of 
cut-off, lead, or release, as we thought 
fit to experiment with, for the econo- 
the mical use of the steam in after practice. 

L«id, Cut-off, time for Expansion, the point a i. xi. i- • • x» j.!. 'J 

of Release, and time for ExhausUon, applied At thC Degmning OI the periOQ WC 

in the year 1863. ^^^ referred to, Mr. J. F.^'Spencer 

brought out his new single-eccentric twin link-motion, which consisted 
of two distinct links placed side by side, and connected together so as 
to form double links to two eccentric rods worked by two eccentrics fixed 
on the crank or other shaft, so that one eccentric rod is attached to one 
end of the exhaustion link, and the other to the other end of the 
expansion link. The radius or connecting rod that is attached at one 
end to the exhaust valve, or its rod or lever, is attached at the other 
end to a sliding block in the respective link, and the radius or connect- 
ing rod that is attached at one end to the expansion or steam valve, or 
its rod or lever, is attached at the other end to a block sliding in its 
respective link. If the eccentrics are set as usual, one for forward and the 
other for backward gear, and the double link is suspended in one position, 
by moving the radius rod in the exhaust link, the exhaust valves can be 
reversed, and by moving the other radius rod in the expansion link, 
the steam valves can be reversed, and the expansion can be varied 
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witliout in any way affecting the efficiency or action of the exhausting 
valves ; or the exhaustion of the steam. 

For stationary engines or engines that do not require to be reversed, 
two eccentrics with rods and only one single link are used, and the 
exhaust valve rod is connected to one end of the link only, while 
the steam or expansion-valve rod slides on the link to vary the cut-off. 

The illustration, Fig. 100, is a side elevation and plan of the gear, 



FlO. 100. 




Spencer's Single Eccentnc Twin Link-Motion for Kerening and for 
Working the Main and Expansion Valves ; also shown in Section, 
with the port plate between them, patented in the year 1863. 

with a section of the slide valves and cylinder ports and passages. The 
links for working the main and expansion valves are identical ; the 
upper eccentric rod is for the back gear or motion ; the lower rod is for 
the fore gear. Between the link and the valve rod the upper radius or 
connecting rod, as shown by dotted lines, is for the exhaust ; whilst the 
lower or horizontally placed radius or connecting rod is for working the 
expansion valve. The double fixed link is held in position or supported 
by a vibrating rod, whilst the reversing is effected by a compound weigh 
shaft, formed by a tube surrounding a solid shaft. The positions of the 
reversing lever and expansion lever as operating upon their respective 
link blocks are also shown. 
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The illustration, Fig. 101, is a side elevation and plan of valve gear 
having a single fixed link and two eccentrics of different throws, or a 
different amount of travel for the valves ; both eccentrics being shown as 
set for forward motion ; the expansion rod when up is for a maximum 
admission, and when down for a minimum admission. In the elevation 
the horizontal rod, situated between the link and the valve, is the 
expansion radius rod ; whilst the rod in dotted lines and shown at an 
angle and above the expansion radius rod, connecting the upper end of 
the slotted link, is the exhaustion radius rod. Between the link and 

Fig. 101. 




bpeucer's Twin Ec-oeDtrics, fixed Link-Motion for working the Maiu 
and ExpanttioQ Valves, patented in the year 1863. 

the eccentric the npper rod may be assumed as having four-inch travel ; 
whilst the lower rod is connected with the eccentric of shorter throw, 
or having a travel of, say, two and a half inches. The lever working 
upon the weigh shaft, may have its position changed by means of a 
hand lever operated in the usual way, or it may be so actuated by a 
governor as to regulate the degree of expansion which may be necessary 
or required according to circumstance. 

Just before Mr Spencer's patent was sealed, another patent, Mr. 
Brown's of Cheshire, was settled for his invention of arranging main 
and cut-off valves to be worked by a single eccentric and single link, 
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which, unlike other arrangements of this class, had the link separately 
situated directly in front of the valve casing instead of being formed 
with the band of the eccentric ; thus reducing the details in comparison 
with the double eccentric order, and supposed to accomplish a similar effect 
as the double link. The illustration. Fig. 102, is a sectional elevation and 



KiG. 102. 




Brown's arrangement of Cut-off and Main Valves, with a Single Link 
and Ecceutiic Motion, patented in the'' year 186:^. 

plan of the valves and gear. The cut-off valve is made to work on the 
back of the main slide valve, which is so formed as to have its flanges 
produced with two ports or openings therein. The cut-off valve has also 
its flanges produced with two ports similarly, one of which always coin- 
cides with one in the main slide valve at the extremities of its stroke, 
while the other port is closed. The main valve is worked in the usual 
way by an eccentric rod and valve rod, and the latter may be, for 
convenience of arrangement, carried through the back of the valve 
casing or chest, as shown. The cut-off valve may be also worked from 
the back of the casing or valve chest, but in the illustration they are 
both represented as being worked from the front of the valve casing, 
the cut-off valve being also worked by a rod — both the rods being »side 
by side. Upon this rod is mounted a friction sliding joint that is 
worked by the slot link, which is suspended from a fixed centre. 
This slot link is actuated by a connecting rod from the main valve- 
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rod joint, and by this arrangement the speed or the extent of the 
travel assigned to the cut-off valve varies with the position of the 
working block in the slot link, but as the travel of this valve on the 
back of the main one is just sufficient to close one port and at the same 
time open tlie other — this amount of travel being shown by the distances 
of the abutting surfaces of the two valves — and as the cut-off valve, 
when effecting any degree of expansion, must have a greater speed or 
amount of travel than that of the main valve, the friction sliding 
joint moves freely on the spindle after having closed the primary valve 
port, and thus the steam is regulated. 

On page 54, by Fig. 48, is illustrated peculiar vibrating partially 
cylindrical valves for regulating the admission, expansion, and exhaustion, 
of the steam into and from the cylinder of an engine ; and, by Fig. 49, 
the arrangement of the gear for that purpose. The principle of that 
gear is similar to the " Corliss " valve gear invented first and applied 
in America about ten years ago by a native of that name, and has 
since been introduced and very much improved by English engineers in 
this country, and also in Scotland. 

The illustration, Fig. 103, represents a side elevation of this gear 

Fig. 103. 




liiglis'ti ^' Corliss" Valve Gear, litted with an India-rubber Spring and two 
Dash-pots to close the Cut-off Valves, patented in the year 1863. 
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as applicable for working steam admission valves, when — as in the 
" Corliss " engine — such valves are arranged to close by the action of 
weights or springs. This arrangement- consists in substituting india- 
rubber springs or spiral steel springs for the weights or blade steel 
springs hitherto used in America, the object being to avoid noise and 
liability to breakage. The admission valves of the steam cylinder are 
actuated by rocking spindles having levers on their ends. The lower 
ends of these levers are actuated by motion rods from the rocking disc, 
which last is worked by the eccentric rod, and which, by the rods, also 
actuates the levers of the exhaust valves. The upper ends of the ad- 
mission valve levers are linked to discs, which work in the dash pots, 
used with this class of valve to prevent concussion. The dash pistons 
are formed with spindles which work through the backs of the dash 
pots, and are connected together by the india-rubber spring, one spring 
thus serving for both valves. 

By Fig. 104 a spiral steel spring is shown as applied in a similar 



Fig. 104. 
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loglis's ''Corliss" Valve Gear, with a Steel Spiing and two Dash-pots 
to close the Cat-off Valves, patented ia the year 1863. 

way as the india-rubber, excepting that it is connected to the same ends 
of the valve levers as the motion rods are, and it reacts expansively, 
whereas the rubber spring reacts by contracting. 

Fig. 105, on the next page, is sections in plan and elevation, showing 
another way of applying an india-rubber spring, the two dash pots being 
in this case formed in a single casting placed centrally, and the springs 
being placed in a central tube, within which the dash pistons can work. 
In this class of engine the steam admission valves are opened against 
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the resistance of the springs or weights, and the closing is readily 
caused — when giving steam through only part of the stroke — by 
releasing or disconnecting the parts. 



Fio. 105. 

BASH ,WiPt_ POT 




loglis's '* Corliss" Valve Gear, with an India-rabber Spnng and 
Twin Dnsh-pnts in one casting for closing the Cut-off Valves 
patented in the year 1863. 

In Figs. 103 and 104 are shown also two modifications of improved 
adjustable releasing gear, forming part of this arrangement. In the 
modification shown by Fig. 103, each rod has jointed to it a catch, 
acted on by a spring, and arranged to lay hold of the block jointed on 
the pin of the valve lever, and also to slide on the end of the 
motion rod. The catch has jointed to it a toe lever or bell crank, which 
bears on the block, and lifts up and releases the catch- at the proper 
time. The toe lever is connected by a link to a lever, adjustable by the 
governor rod, or it may be by hand. It will be seen that the relative 
motions of the parts will cause the release to take place at an earlier or 
later period of the stroke, according to the adjustment of the lever to 
which both links are jointed. In the modification shown in Fig. 104, 
the motion rod is fitted to slide in a short rod jointed to the valve 
lever, and is held in gear by a spring catch-plate, acted upon by a toe 
lever, as in the other modification. The links are jointed to spindles, 
having right-handed and left-handed screw threads, and adjusted by 
means of a hand wheel internally screwed to correspond. When the 
adjustment is effected by means of the governor, a spring may be 
introduced to act in the opposite direction to the governor. 

In the year 1864 Mr. Taylor and Mr. Dow of Stratford, Essex, were 
filled with the idea that by shifting the eccentric on its axis in a line 
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Fig. 106. 



with its motion, the requirements of perfect valve gear would be 
accomplished, as illustrated by Fig. 106. 

The eccentric, illustrated by Pig. 107, accord- 
ing to this arrangement, is mounted on a block - 
or centre piece keyed on the crank shaft, or it 
may be on an additional eccentric shaft, the 
eccentric being so fitted thereto as to be rigidly 
carried round with the block, but also that it may 
be slid in the direction of its diameter, or nearly 
so : it is supported on either side by cheek plates 
from the block. From the eccentric strap a 
connecting rod leads direct to the valve rod as in 
an ordinary fixed eccentric. At a little distance 
from the eccentric block is placed a piece some- 
what resembling the sliding part of a shaft 
clutch, and like it sliding on the shaft, but carried 
round by a feather, and having a groove around 
it, to which the ends of a forked arm clasp, for 
the purpose of sliding it towards or from the 
eccentric; on the side next the eccentric the 
sliding piece has a central boss or projection, 
which is embraced by the forked end of a link jointed thereto ; the 
other end of this link is extended towards the periphery of the eccentric, 
near which it is attached by a joint pin to suitable 
lugs projecting on the side of the eccentric. When 
the sliding piece is at its farthest distance from 
the eccentric, the connecting forked link assumes a 
position at about an angle of forty-five degrees 
to the centre line of the shaft, but when moved 
closer to the eccentric it approaches towards a right 
angle thereto. The traverse of the sliding piece on 
the shaft produces this effect, and at the same time 
causes the eccentric to traverse somewhat in the direction of its 




Taylor's Shifling Kccentric Valre 
Ooar as applied to a Locomotive 
£ugin«>, pateuted in the year 1864. 



Fio. 107. 




Detail of Taylor's Shifting Eooen- 
centric, patented in Uie year 
1864. 
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diameter, and to transfer the point of greatest eccentricity from one 
part of its circumference to another, and so produce a corresponding 
change in the position of the valve with which it is in connection. 
This is shown in two positions by Fig. 108. Instead of moving in a 



Fig. 108. 
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Taylor's Shifting Eccentric Valve Gear, shown in two positions at right 
angles with each other, patented in the year 1864. 

direct line the eccentric may move in a curved course on its supporting 
block, which may be desirable to give the requisite lead — at aU points 
of the traverse — ^to the steam when the engine is moving in one 
direction or the other, and to give the desired lap to the valve to work 
somewhat expansively. 

To actuate the sliding or fork block before mentioned, the motion 
shaft, as shown by Fig. 106, is used parallel with the eccentric shaft 
with a right and left-hand screw upon it, and on each screw is mounted 
the forked arm before mentioned — one for each eccentric — and by 
rotating the screw shaft the forked arms traverse thereon, aiid cause the 
sliding blocks to move farther from or nearer to the eccentrics, and 
so produce the changes desired. To impart motion to the screwed shaft 
for locomotive engines, as in Fig. 106, a bevel wheel is placed on the 
end, gearing with another bevel wheel on the end of a shaft, whose 
opposite end carries a hand wheel in position over the foot plate, to be 
conveniently accessible to the engine-driver. 

In the same year Mr. Lobnitz of Kenfrew, N. B., patented a peculiar 
arrangement of valve gear especially relating to compound oscillating 



Digitized by 



Google 



OF VALVE-GEARING. 



125 



Fig. 109. 



paddle-wheel marine engines, worked by high and low pressure steam, 
the areas of the cylinders being arranged in accordance with the 
difference in the pressures. The arrangement of the valves and gear is 
shown by Fig. 109, as arranged for an angular oscillating engine. 
The main slide valves on the cylinders of 
this engine are worked by one motion 
shaft, the one end of the lever of which 
is brought out by a bend to the centre of 
the trunnion of either the large or small 
cylinder, and is directly acted upon by an 
eccentric or other means from the main 
shaft, without being transmitted through 
a quadrant or sweep, such as is used in 
ordinary oscillating engines. The other 
end of the said lever is connected direct 
to the valve rod when the cylinder is 
arranged with two valve casings ; the 
motion shaft or lever works between, and 
when only one valve casing is applied 
the motion is transmitted by a connect- 
ing rod to another motion shaft that 
gives the motion to the two valves of the 
same cylinder. The main and cut-off 
valves can be understood from the illus- 
tration. When compound cylinders are 
used, the high pressure steam is admitted 

first through the trunnion of the small Ldbnitz's Arrangement of Main and Cut Valves, 

1 /»! 1 • , . . yfi(^ Link Motion and Expansion Gear for 

cylinder, and after having acted m it working them, for oscillating Mailne En- 

• 1 1 T . . . gines, patented in the year 1864, 

passes through an exhaust passage into 

the large cylinder, and aft^r doing duty there passes into the condenser. 

The eccentric motion for the working of the cut-off valves is illustrated 

in detail by Fig. 1 10, on the next page, which is a section and end view 

of the variable cut-off eccentric attached to a long cylindrical boss sur- 
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rounding the shaft. In this boss is cut a slot, parallel or inclined to 
tlie centre line of the shaft, in which slides the pin fixed on the clutch ; 
the point of the pin is further let into an angulated slot in the shaft, and 

by moving the lever within a qua- 
drant, the cluti:h will be shifted and 
move the pin, which is guided in the 
slot, and thus shift the variable cul-off 
eccentric to any desirable position, 
and accordingly the valves will cut off 
the steam at any point required while 
the engines are in motion. 

At the end of this period, 1864, 
Mr. King, an engineer of Gloucester- 
shire, with two others named Smith 

LObnitz s V^ariable Eooentric Kxpanirion Gear, adjusted . .-^ -»• ^ 

by a Sliding Clutch and Lever, patented in the year and tl O WCll, patented a peculiarly 

arranged vaive and gear, to attain, as 
they presumed, all the ends dependent for the perfect control of the steam. 
Their contrivances partly consisted in the adoption of two slide valves one 
mthin the other, as illustrated by Tig. Ill, which shows that there is 

a separate valve for the exhaust, con- 
tained in that for the supply of the 
steam. The supply valve is worked by 
the valve rod in the usual manner, 
while the exhaust valve, which is fitted 
sideways, and at the back accurately, is 

Kings Double V^dve, tor Variable Cut-off and ^^^^^^^^ ^'^^ ^^^^^^ ^^ ^^C SUpply ValvC, 

Ample Kxhaustion of the Steam for any Grade but in Icnofth is Considerably Icss than 

of Expansion, patented m the year 1864. . . '' 

the said cavity, and has a small V'shaped 
space between the ends when in contact in either direction, as shown. 
This inner valve has no separate or special rod, or other connection, 
but depends for its motion on the working of the outer valve, and the 
steam pressure traverses it towards the opposite end immediately steam 
is admitted to either end of the cylinder, which has the effect of opening 
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Fig. 112. 




the exhaust port simultaneously therewith, and allowing it to remain 
open during the greater part of the stroke, although the steam may be 
cut off at a quarter or other fractional part of the stroke. 

Mr. King's ideas of valve motion are illustrated by Pig. 112, which 
is an apparatus for varying or altering the 
position of the eccentric or crank pin by which 
the slide valve or valves are driven, and whereby 
the extent of motion is to be regulated, or the 
motion reversed. To effect this, the valve rod 
is driven from a crank pin, and this crank pin 
is fixed in a dovetailed sliding-piece, dovetailed 
into the socket that is fixed or formed on the 
crank shaft. This dovetailed socket is across, or 
nearly so, the axis of the shaft in which direction 
it slides ; it has feathers or projections on the 
back part, which fit into a spiral groove cut in 
the hand disc, which is mounted loosely on the King's spiiai Giooved-Disc vaive- 

"L fiL mi • J- •/» i i J 1 i. MotioD, used as Expansion, Re- 

shatt. Ihis disc, it not acted on by any separate versing, and stopping Gear, pa- 
means, rotates at the same velocity as the shaft, *" m e year 
and the crank pin maintains the same radius. In the position 
shown the crank pin is at its extreme radius, giving the valve its 
greatest extent of motion, consequently admitting steam throughout 
the length of the stroke. If it is desired to give the valve less motion 
it is simply necessary to impart rotation by hand to the disc at a little 
quicker rate than the motion of the main shaft, which will cause the 
spiral groove to operate on the feathers and the sliding piece, and 
traverse it a greater or less distance in the radial direction. To reverse 
the engine it is simply necessary to traverse the sliding piece, so that 
the crank pin will pass across the axis to the opposite side of the shaft. 
To move the crank pin from a lesser to a greater radius it is simply 
necessary to retard the motion of the disc, and so allow the shaft to run a 
little quicker than the disc, the effect of the spiral groove being to 
traverse the piece as desired. 
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But Mr. King and his colleagues even thus far had not expended 
their powers of invention, for they patented also a shifting eccentric 
motion, and gear attached, which ran away with Mr. Atherton's scheme, 
dated 1850, as illustrated on page 30 by Fig. 26. Certainly Mr. 
Atherton made that arrangement as simple as he could, whereas 
Mr. King and his party introduced bevel gearing ; which, by the way, 
Mr. Atherton did also, to work the screw motion rod ; instead of a rack 
as Mr. Atherton proposed in one case: and the illustration, Fig. 113, 
represents Mr. King's mode of carrying out the modification in this way. 

On the end of the main shaft 
a hollow casting is fixed, on the 
square part of which the eccen- 
tric is fitted, and furnished with 
_ the screw motion rod ; on this 
^^i^ r^ screw rod is fitted the fixed 
wheels, one having a screwed 
boss fitting the other wheels, 
and connected by a feather and 
groove ; a pinion gears with the 

King's Bevel Ge.u ing for shifting the Eccentnc when used as whccl that CarricS OU itS shaft the 
Kxpan^on Gear for a Kange of Cutroffs, patented in the J^^^^ whecL whilc the Othcr 
year 1864, ^ ^ ' ^ 

pinion gearing with the other 
wheel has fixed on it a notched plate, which may be fixed by a bolt fixed to 
a part of the framing, while the hand wheel may be fixed or loosened by a 
clutch piece on the shaft. This gear answers the purpose of traversing 
the eccentric to a greater or lesser radius, by rotating the hand wheel 
in the same or reverse direction as the motion of the shaft, during 
which time the hand wheel is to be clutched to the smallest pinion, 
and the largest pinion prevented from rotating by the bolt. 

Last, but not the least, of Mr. King's patented- proposals, is his modi- 
fication as illustrated by Fig. 114, on the next page, which represents, 
that in the end of the main shaft is inserted a stem-shaft, and * on its 
extremity is a guide dove-tailed inward, to receive into the channel a 
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Fig. 114. 




sliding motion piece, which has formed with it a pin and arms : the 

latter being in connection with the "screw motion rod," that adjusts 

the travel for the valve. This rod has fitted around it two bevil pinions, 

the smaller, 1, being as a nut on the rod 

and the larger, 2, being loose thereon, but. 

has a feather in the boss which slides in 

the groove in the screw motion rod, causing 

it to rotate therewith ; the pinion 1 revolves 

independently of pinion 2, and has a tube piece 

passing through the stem shaft, in which it 

is free to rotate. Bevil pinion 1 gears with 

another bevil pinion 3, that is fixed on a 

round part of the stem shaft, while pinion 2 

gears with bevel pinion 4, that is, fitted 

loosely on the neck of the pinion 3 ; pinions 

1 and 2 have an equal number of teeth, as ^^S?*' f^l\^fl'TK^7 regulating the 

^ ^ , , Travel of the blide Valve when worked 

also have pinions 3 and 4. In one piece with ^J «» adjustable Kotary Pin, patented 

the largest pinion, or fixed thereto, is a hand 

wheel, as shown dotted : it is arranged that the hand wheel may either 
be held fast and prevented from rotating, or it may rotate freely with the 
main shaft ; in either case no effect is produced on the sliding motion 
piece, for when the wheel is held fast, motion will be given to pinion 2 
by gearing with pinion 4, as then the former pinion carries the screw 
around with it and the sliding piece revolves. 

It was mentioned that pinion 4 is fitted loosely on the neck of pinion 3, 
but it is actually fixed to a collar on it, and when the hand wheel is 
fixed, the collar is also held fast, by slipping a bolt, mounted on the 
bearing or frame, into one of the holes shown. The rotation of pinion 1 
with the shaft will produce a rotation on its own axis by reason of its 
gearing with pinion 4 — which is locked as above mentioned — and will 
neutralise the effect of the rotation of the pinion 2 on the screw rod, 
which will therefore maintain the same relative position. 

Supposing it is desired to vary the position of the screw rod, and with 

K 
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it the crank pin, the hand wheel, and with it the pinion 4, is to be turned 
in the same or in an opposite direction to that of the rotation of the shaft ; 
the pinion 2 will then receive a motion at a velocity greater or less 
than the motion of pinion 1 , which will result in a differential motion 
being imparted to the rod, and Consequently a shifting of the rotary 
motion pin to a position having greater or less throw or eccentricity, 
such as may be desired ; the same action will have the effect of 
traversing the pin across the guide in order to reverse the engine. 

At the beginning of .the year 1865, Mr. J. F. Spencer again applied 
his inventive powers to valve-gearing, but this time to the " Corliss " 
appliance, as illustrated by Fig. 115, which is front and side elevations 



Fio. 115. 




^^penoe^*s "Corliss" Valve Gear; being the application of Atmospheiic Pressure in combination 
with Steel Springs to close the Cut-otf Valves, psitenteU in the year 1865. 

of a part of a steam cylinder sufficient to show the valve gear referred 
to, and also the improved escapement gear rod by itself; a portion 
only of the engine cylinder is shown, and such cylinder may be vertical, 
horizontal, or inclined, without impairing the usefulness of the improved 
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valve-gear ; also is shown a portion of the valve casing in which may- 
be one of the ordinary steam admission ports and a plain slide valve 
made to cover the ports with sufficient lap to prevent leakage and to 
suit the action of the valve. The port and slide faces may be flat or 
curved according to the plan adopted to move the valve ; the slide 
valve is worked by drivers on a weigh shaft, passing through a stuffing 
box ; this weigh shaft might give motion to any other kind of valve 
which requires little power to move it. But in the present illustration 
a valve commonly called the " Corliss '* valve is supposed to be used ; 
a rod worked by an eccentric or crank on the main crank shaft, or on 
a supplementary shaft, is driven by the crank shaft, and the recipro- 
cating motion of this rod causes the disc plate to vibrate on a pin. 
On the disc plate are four pins, two of which only are shown, and one 
of these gives motion to the escapement gear rod, which is attached by 
a pin and lever to the weigh shaft, which imparts motion to the valve 
for admitting steam to the cylinder. The escapement gear rod consists 
of two principal and distinct parts, and one of which is always con- 
nected to the motion pin on the disc plate, and the other to the lever pin. 
There are two steel spring clips bolted to that part of the escapement 
rod which is attached to the disc pin, and these spring clips are con- 
nected to that part of the escapement rod which is attached to the 
lever pin by the grip of the projecting edges of the hardened steel 
tubing. The trigger lever, toe piece, or trigger works on a pin within 
the tube, and is connected by rods, &c. to an adjustable handle acces- 
sible to the engineer in charge. When the engine is started, and the 
escapement rod is in gear, as shown in the illustration, the motion of the 
disc plate and escapement rod, in the direction of the arrows, brings the 
trigger lever in contact with the insides of the spring clips, and throws 
them out of gear, and the admission valve is instantly closed by the 
action of a spring or weights acting on the top lever and weigh shaft ; 
and the time that the clips are disengaged and the admission valve is 
closed, can be varied as required by the relative position of the trigger 
lever, which is held in any position at the discretion of the engineer in 

K 2 
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charge by the rod, or the rod may be connected to a governor which 
regulates the speed of the engines by the amount of the steam admitted 
by the valves. The two parts of the escapement rod before described 
are shown in the illustration as guided in the same line of motion by a 
guide rod and bush. 

The escapement gear rod is also shown disengaged ; the steel spring 
clips being pressed outwards by the pressure of the toe or trigger, and 
therefore allowing the loose tubular parts of the escapement rod to be 
separated by the closing action of the slide valve. 

It will doubtless be remembered that on page 58 we illustrated by 
Fig. 51 an arrangement of " self-acting valve-gear," which was regu- 
lated by steam, and we now illustrate another self-kcting arrangement, 
which depends entirely on the momentum of a sliding block of metal, 
which of course " must never stick or hang fire." To enable this to 
be fully appreciated, we illustrate it by Pig. 116, which shows 

Fio. 116. 
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Jones' self-acting Valve-Gear; regulated by a Sliding Loose Block, tenned 
a " Momentum-Sliding-Tappet," patented in the year 1865. 

a longitudinal section of a cylinder, having within it a piston 
and a hollow piston rod, within which a motion rod works, having 
a disc thereon that supports the rod centrally within the hollow 
piston rod. On the motion rod, and within the hollow piston rod, is a 
sliding momentum tappet, which slides freely on the motion rod. The 
outer end of this rod is connected with a lever, which at its other end is 
connected with the spindle of the slide valve. On the lever is a handle 
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by which the vaJve may be moved when desired, and supposing the 
piston should be started from the position shown in the illustration 
and not arrive at the end of the stroke, the tappet would continue its 
motion and would reverse the position of the slide valve. If desired, 
the tappet and its rod which is in connection with the valve spindle 
may be wholly external of the engine and away from its piston rod, but 
suitably in connection or communication therewith, so that it may have 
a capability of movement, and continuing its action on the valve after 
the piston has ceased to act. But it is not essential that the tappet or 
instrument acting on the valve of the engine should slide on a bar ; on 
the contrary, a tappet or instrument on an axis put in motion by the 
piston of an engine, and acting on the valve of the engine, may be 
used, such tappet or instrument being arranged to continue its rotation 
by momentum after the piston has stopped. 

We now advance to the year 1866, and notice next that Mr. Porter 
received a communication from Mr. Allen, who patented the arrangement 
of valves and gear as illustrated by Fig. 52 on page 59, and preferred 
after to use them as shown in two sectional elevations by Fig. 117. 



Fio. 117. 





Allen's Equilibrium Cut-off and Exhaustion Valves for I'egulating the Steam to and 
from the Cylinder of an Engine, patented in the year 1866. 

The supply ports are formed in the port face, and communicate with 
each end of the cylinder in the usual manner, as shown. The cut-off 
valves, which are fitted to slide on the port faces serve only for ad- 
mitting and cutting ofi* the steam, the additional or exhaust valves being 
provided to control the escape or exhaust of the same. These valves 
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slide upon the facing over the exhaust ports, and are so arranged and 
operated as to close the latter when the communication between the 
corresponding end of the cylinder and the steam chest is open. The 
other valves are eacli constructed in the form of an oblong frame whose 
surfaces are parallel ; the lower surface is fitted to slide upon the port 
face, while the upper surface works in contact with the under surface 
of the plates or bridges which prevent the pressure of tlie steam on 
the back of the valves. Each of the latter is constructed with a boss, 
through which the rods pass, the said rods being secured therein by 
the adjusting nuts. These valves are operated by their rod, while the 
exhaust valves are operated by the lower rods ; all of the said rods being 
connected to separate levers on the rocking shaft or other convenient 
working part of the engine. The left-hand cut-off valve is shown 
opening the port, while the right-hand valve is moving towards the for- 
ward end of the cylinder, and keeping closed the apertures, which 
all communicate with the other port, that admits the steam into the 
cylinder at that end. These apertures, which equal the effective area of 
the said port, increase in width as the valve moves forward till the edge 
of the valve reaches the middle of the port, at which point the areas of 
all of those apertures are equal to the port. 

In the same year, 1866, a Mr. Chapman of Lincoln proposed to 
substitute for the link motion his arrangement of eccentric-gear, as 
illustrated by Fig. 118, in the following manner: — 

To the inner side of'each crank is bolted or otherwise fixed a circular 
disc, between which discs the eccentric bands are attached and 
arranged thus. Each eccentric has fixed to it and projecting from 
the inner face thereof a twisted cam, somewhat in the form of a quick- 
threaded screw, the ends of the said cam being pivoted into both discs, 
and thus each cam forms the centre of motion of its respective eccentric 
band. The ordinary eccentric rods and bands are shown : one eccentric for 
reversing only being required for each slide valve for two engines ; the 
cams are enclosed by, and pass through openings in, a sliding clip; this clip 
is capable of sliding on the crank shaft between the two eccentrics, and 
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it is evident that as it is moved from one to the other the action of the 
sides of the openings against the cams will impart a partial revolving 
motion to the latter, and hence the po- 
sition of the eccentrics with regard to 
the cranks will be reversed, and con- 
sequently the crank shaft would be 
caused to revolve in the opposite direc- 
tion to the arrow. It will also be 
evident that the eccentrics can be 
caused to assume any intermediate 
position, and therefore to give any 
required amount of expansion by 
moving the clip a portion of the dis- 
tance only. The cause of the sliding 
of the clip on the crank shatt is shown 
in the elevation, which is by a ring 
embracing the collar that is connected 
to a slide piece working in a groove 
in the bed plate. From the under 
side of. the slide projects a pin which 
fits in a groove in the twisted cam- 
plate keyed upon a transverse shaft, 
upon one end of which is also keyed 
a lever connected to another lever by 
a link : this lever is provided with a 
bolt working in notches of a quadrant, 
and by means of this lever the posi- 
tion of the eccentrics and consequently 
the direction in which the engine revolves — and the amount of ex- 
pansion at which the steam is worked — are controlled. 

Mr. Chapman proposed also a modification of his first arrangement for 
shifting or sliding the clip by direct levers, as shown by Fig. 119 on the 
next page. In this modification eiicli eccentric band is situated also between 




Ch«pinaii*8 AdjiUital'le Ect-entric (jear, pioposed a» a 
Substitute for the Link-Motion, patented In the 
yeai- 1866. 
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Fig. 119. 
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two discs. The outer discs, which are bolted to the cranks, are provided 
with slightly curved horizontal slots, so arranged that a constant lead 

is maintained, and the inner discs 
with radial slots. The pin which 
supports the eccentric band 
passes through the slides, which 
work in these slots. The ec- 
centric band is also provided 
j^ ^ with a guide pin, which works 
[ I in a similar slide moving in a 

Chapman's Adjustable Eccentric Gear, proposed as a Sub- radial slot lU tllC dlSC. This 

stitutc for the Link-Motion. patented in the year 1866. modification may alsO bc USCd aS 

a fixed eccentric to be set at any degree of expansion, and fastened 
with the nut without the shifting gear. 

In the smiling month of May, 1867, Mr. Henry Turner patented 
an arrangement of link-motion valve-gear, which must have cost him a 
deal of time, and no end of trouble, to have conceived ; and the birth of 
it must have been a happy deliverance for him. But to enable the gear 
to be appreciated justly, we must first inform our readers to what class 
of engines it was fitted. The arrangement consisted of four cyJinders, 
two high pressure and two low pressure ; the high- pressure cylinders 
exhaust their steam into the low-pressure cylinders, and the steam is 
irom thence exhausted into the condensers. Two cylinders are fixed on 
one side of the main cranked shaft, namely, one high pressure and one 
low pressure, and other two cylinders, one high and one low pressure, 
are also fixed on the opposite side of the main cranked shaft ; the whole 
four of these cylinders are in the same horizontal or vertical plane, as 
required, and are fixed in the positions described. The steam will 
exhaust in the most direct manner from the high-pressure cylinder, 
after having done its duty there, into the low-pressure cylinder, by pass- 
ing through a passage at the same end of each cylinder in combination 
— one high and one low pressure — and equidistant from the centre 
line of the engine shaft. Both ends of each high-pressure cylinder have 
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a communication across in the shortest direction with both ends of the 
low-pressure cylinders, so as to bring the waste of steam in the passages 
to the smallest limit. To eflTect this purpose the two cylinders, high 
and low pressure, working in conjunction, must have their respective 
pistons working in opposite directions at the same period. Tn these 
engines the above-named object is obtained by fixing firmly in the 
forward frame of the engines, that is to say the frame farthest removed 
from the work or resistance which has to be overcome by power, and 
on the centre of the circle of the main engine shaft, a stud or pivot on 
which a crank lever is allowed to work freely ; this crank does not 
transmit any power irom the engines, but acts only as a radius guide 
or link to the forward engine crank pin. The forward cylinder is made 
high pressure in these engines for convenience, but could be made low 
pressure if required. One end of the radius guide shaft works freely 
on the stud or axle; the other and opposite end has a crank pin 
fitted or forged on, to which the connecting rod of the forward engine 
gives a circular motion around the axis of the shaft : one end of this 
crank pin is attached to the crank lever ; the other end has a circular 
piece forged on it, forming a bearing for a connecting link or rod which 
is made of a sufficient length to form a communication at the opposite 
end with another crank pin on which the connecting rod of the cylinder 
opposite works, and which cylinder is fixed on the other side of the 
engine main shaft. The slide valve-gear, as shown in two views by 
Fig. 120 on the nexf page, is arranged in the following manner : — Two 
eccentrics are keyed or otherwise fixed to the engine axle or shaft. One 
of these eccentrics works two supply steam valves, and the other one works 
two exhaust valves ; these exhaust valves form the outlet from the high- 
pressure cyUnders and the inlet into the low-pressure cylinders, and also 
the exhaust from the low-pressure cylinders into the condensers. Two 
rods are attached to each eccentric band ; one rod is firmly fixed or bolted 
to the band, the other rod has a jointed end which works loosely on a pin. 
The foot of the first-named rod and the boss for the pin on which the 
second rod works are ninety degrees asunder. Each of these rods works a 
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lever, to which lever is attached a sweep, the radius of which is pointing 
towards the slide valve instead of towards the engine shaft as is usual 
in the ordinary link motion. Each sweep is provided with a sliding 
block, which is raised and lowered above or below the pivot, on which 



Fig. 120. 




Turner's Link-Motion and Valve Gear, for liigh and low presi»ure combined, Marine Screw KngiM«*s, 
pttented in the year 1867, and fitted to the engines put in tlie Greek Gunboat ** King Georgo/' 
bj the Thames Iron Works Company. 

the sweep works, imparting a forward or backward motion to the above- 
named connecting rod, according to which side of the pivot the sliding 
block is situated at the time. These rods are connected at one end 
to the sliding blocks, the other end to the levers giving motion to the 
slide valve rods. The supply steam slide valves are quite independent of 
the exhaust slide valves, as they are worked by two separate eccen- 
trics, the lap and lead of each kind of slide valve can therefore be made 
diflferent also, and suitable to every case. The four sliding blocks, two 
for working the steam valves, and two for working the exhaust valves, 
are raised or lowered altogether and at the same time by means of the 
suspending links : the worm wheel is shown, but the worm, whose shaft 
is connected to a starting wheel, which is common to and moves all the 
four slide valves at the same time, is omitted. 
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Our next example of valves to be noticed is of the ** Corliss " class, 
being something similar to those illustrated by Fig. 48 on page 54. 
Mr. Wood, of Bolton, patented these valves, as shown by Fig. 121, and 



SUPPLY ANO CUT— OF 



Fig. 121. 

VALVES EXHAUST VALVE 




Wood's *' Co lias" Valves, for Admisrion, Cut-off, and Exhaustion, 
separately, patented in the jear 1867. 

he also patented their arrangement and gear as shown in three views 
by Figs. 122 and 123 on the next page. 

The supply and release seating valve, consists of a segment of a 
hollow cylinder, having a reciprocating or oscillatory motion from its 
rod, and is made long enough to fill the steam chamber. In the face of 
the said valve and through it are two lines of passages or openings cut 
in the direction of the rod of the valve, having the same breadth of 
opening in the outer circumference of the valve as in the steam port of 
the cylinder, and on the inner circumference the division is widened to 
the extent of the cover or lap ; so that the cut-oft* valve when so placed 
that the aperture or opening is exactly over the division betwixt the 
passages, will have sufficient lap to be steam-tight ; also this valve or 
movable seating has pieces cast on each end forming the sector of a 
circle, which pieces are cut out in the direction of its radius to the 
diameter of the spindle. The ends of the pieces are accurately fitted 
on to projecting arms, as shown in the elevation, formed on the hollow 
spindle, so that any motion communicated to the said hollow 
spindle may be transmitted to this valve. This same hollow spindle is 
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SO constructed that a part of it in the direction of its length is cut out 
equal in length to the boss of the cut-ofF valve, which boss occupies the 
space so cut out, and the two ends of the said hollow spindle are joined to- 
gether by a bar or bridge at a sufficient distance from the centre to 
clear the boss of the valve. The extreme ends of the hollow spindle 

Fig. 122. 




v4^ Wood's "Coiliss" Valve Gear, in tiausveiM 
Sectional Kleration, being the corresponding 
view to those shown by Fig. 122, patented in 
the year 15J67. 

Wood's ** CoHi<s * Valves and Gear, in elevation and plan, being, three 
distinct Valves at each end of the Cylinder for ** Admission, Cut-off, 
and Kxhaustion/' with the Corresponding Gear, all under the control 
of the Engine Govenior, patented in the year 1867. 

are cylindrical, the one working in the chest cover, and the other pro- 
truding through a stuffing box. This end of the spindle has a lever 
fastened on it, and beyond that is a screwed cap or stuffing box to prevent 
leakage. The lever or arm is connected by a rod to a disc having a 
reciprocating motion imparted to it by an eccentric and rod or their 
equivalent attached to and operating on the stud or pin. 

The cut-off valve is of the same principle of construction as the release 
valve, and similar in configuration to the '* Corliss valve," but has only 
one opening or passage cut through it, and has a reciprocatory or oscil- 
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latory motion for a certain limit like the other valve, on the back of 
which it may be retained or kept in position either by steam pressure 
or by springs. The boss of the cut-off valve is made with an oblong 
hole through it so as to allow for wear on the face thereof, and fitted 
into this hole is a fast key or feather having a corresponding groove 
cut in the spindle, into which the fast key or feather is made to fit easily ; 
the motion, therefore, of this valve is communicated to the spindle which 
works inside the outer hollow spindle, and through which it protrudes 
and terminates ; in or affixed to it is an arm or lever which is connected 
to a sliding rod by a connecting rod. This rod works in two bushes 
placed in a cylindrical box, in such manner that they have a limited 
motion in the direction of the sliding rod. These bushes are cylindrical 
at their outer ends, and have a square section at their other parts. In 
the ends are grooves cut at an angle to suit angular guides formed on 
plates which are placed on either side of, and have a motion at right 
angles to that of the bushes. The plates work in a chamber or cell in 
the cylindrical box, the said plates being fastened together and connected 
by a rod to the governor, so that any variation thereof will give motion 
to the plates up or down, and thereby cause the bushes to move either 
outwardly or inwardly, as the case may be ; the said bushes coming in 
contact with the adjustable stops or nuts on the rod either at an earlier 
or later point of the stroke, thereby arrest the motion of the cut-off- 
valve on the back of the release valve, and consequently cutting off the 
steam at an earlier or later portion of the stroke, according as the varying 
engine load to be overcome may determine. 

The exhaust valves are worked in the same manner as the top valves, 
and are fitted to arms or levers on a spindle by the same method, and 
also derive their motion from the same disc. 

In the same year l^fr. Wood invented the steam *' dash-pot " as illus- 
trated by Fig. 124 on the next page, which represents a vertical section 
of an arrangement of steam piston and cylinder to be employed for closing 
the valve when released from the eccentric rod's motion, and the adap- 
tation of a steam buffer to prevent concussion on theclosing of such valve. 
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Fig. 125 represents a similar arrangement of apparatus for closing the 
valve by means of steam, in which air is employed in the ** dash-pot " as 
a medium instead of steam for preventing concussion on the closing of 
he valve. 



Fio. 124. 



Fio. 125. 





Woods* ** Steam ' bufler or ** Dash-pot/* for closing 
" Gridiron" Slide Valves or " Corlia** Valves, 
patented in the rear 18t>7. 

Kio. 126. 



Woods' *♦ Stesm" and " Air ' " Dash-pot,' 
for closing " Gridiron ** or ** Corliss ** 
Valves, p ittrnted in the yeai* 1867. 

Instead of the *' Corliss " valves, 
Mr. Wood proposed ".gridiron" 
valves, to admit, cut-off, and ex- 
haust the steam, and a transverse 
section of the cylinder, valves, and 
elevation of the gear are shown by 
Fig. 126. The eccentric secured 
to the rod, is employed to actuate 
the gridiron slide valve, by means 
of the following arransfement of 

Woods' arrangement of " Gridiion " Valves, for Admitting, , J^. <=* 

Cutting-oft, and Exhausting tne Steam with "Dash-pot," mcchanism, and m such a manner 

Eccentric and Lever Gear for working them, patented in , I . ., a n a t 'jj i 

the year 1867. that the amount of steam admitted 




Digitized by 



Google 



OF VALVE-aEARING. 143 

into the cylinder for expansion may be '* cut off " by the valve at any 
required portion of a stroke that will be in accordance with the amount 
of power required for the engine's duty, a separate cam or eccentric being 
used to actuate the exhaust valve. The eccentric rod projects at an angle 
from the band or strap of the eccentric towards the slide valve rod, a 
portion of the upper end thereof being so curved or bent as to become 
an inclined surface, that bears or slides upon the pin and forms the 
termination of the lever or arm, which lever is secured to a shaft actuated 
by the governor, whereby the position of such pin is varied or regu- 
lated ; a catch or projection being provided on the rod of the eccentric 
below the bent or inclined surface. In order to eflTect the opening and 
closing of the '* gridiron valve " so as to regulate the flow of steam into 
the cylinder, the cross head of the valve spindle is connected by means of 
the rods with one end of the bell crank lever, the opposite end of such 
Jever at the point being turned up so as to fit and catch beneath the 
notch on the eccentric rod when it is descending, by which contact 
during such descent the valve is opened and admits steam. 

When sufficient steam is admitted, tlie rod of the eccentric is imme- 
diately disconnected or thrown off* the notch or point of the bell crank 
lever by the position of the pin, which is regulated or decided by the 
governor, and as soon as the lever becomes released it is forced up. 
wards by means of the steam piston in the cylinder of the dash-pot — as 
shown in section by Fig. 124 — which is arranged at any convenient posi- 
tion, or springs or weights maybe employed so as to close the valve, the 
cranked lever being connected therewith by the rod ; while the concus- 
sion is prevented by means of the " dash-pot " or buffer, as arranged in 
Fig. 126, by the employment of steam, which is admitted to the upper 
portion above the piston through the channel or port. The arrangement 
for preventing the concussion on closing the valve, as seen in Fig. 125, 
is effected by air which enters the cylinder above the piston through a 
passage. It will thus be seen that the bent inclined surface of the 
eccentric rod during its rise and fall will come into contact sooner or 
later with the pin in descending, the position of which is regulated by 
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the governor, according to tlie position into which the notch is 
brought to come into contact with the projection, which in its descent 
forces down the lever, and opens, through the medium of rods connected 
to the valve spindle, the '* gridiron" slide valve a certain distance for 
admitting steam, which is regulated according to the duration of con- 
tact between the bent inclined surface and the adjustable pin, that is 
determined by the governor. When the eccentric rod is unhooked, the 
steam piston in connection with the lever closes the valve as described, 
the levers and rods in connection with the valve spindle remain dis- 
connected, and in disuse until again caught, during the descent of the 
eccentric rod, at which time the valve is again opened. 

On page 58 there is an illustration shown by Fig. 51 of an arrange- 
ment of steam self-acting valve-gear, patented in the year 1862, and on 
page 132 by Fig. 116, another arrangement for the same purpose is 

shown ; and again we show by 
Fig. 127 a third proposal by 
Mr. Brown of Suri'ey, which he 
patented in the year 1868 ; his 
idea was to niake a balance piston 
valve to perform the regulation 
of the admission, cut-ofi*, expan- 
sion, and exhaustion of the steam, 
and to cause the steam to actuate 



Fig. 127. 
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Brown's Sell-Acting, Balance Piston, Valve Gear (regulated ' 

bj a Spring and Tappet rod), patented in the year 1868. \)^q valvC, Or similar aS that doUC 



IS 



before by the other arrangements referred to. 

In the present case the valve termed a *' balance piston valve 
composed of two discs on a hollow rod ; these discs work to and fro 
in a cylindrical seat ; in the interior of this seat three ports are 
formed, the central port being connected with the steam supply passage, 
and the two outer ports through suitable passages with the two ends 
of the cylinder of the engine. When the valve is at one or either end 
of its stroke, one of the discs will close one end of the cylindrical seat, 
whilst the other disc will shut off the communication between the central 
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steam port and the outer port at the opposite end of the cylindrical seat, 
thus leaving this end of the seat, and consequently the outer port formed 
therein, open to the valve casing, by which the valve seat is surrounded ; 
this casing is connected with the exhaust, and is conveniently cast in one 
piece with the cylinder of the engine. At one end of the valve's hollow- 
piston rod, is formed a hollow plunger which works in a cylinder formed at 
one end of the valve casing ; the left hand end of this cylinder is closed by 
a cover which is formed in one piece with the end cover of the cylinder of 
the engine ; the back end . of the plunger carries a piston which is of a 
larger diameter than the other, and works in a corresponding enlargement 
in the valve cylinder. A c«Dnstant supply of steam, is admitted to this 
enlarged part of the cylinder, to act against so much of the piston as 
projects beyond the plunger; this is effected by admitting steam 
through the hollow piston rod by small holes, and allowing the steam 
to pass therefrom through other holes formed through the plunger. 
The pressure of steam thus acting against the outer ring of the 
piston will tend to press the piston back against the back end of the 
cylinder, and so hold the valve over to that end of its stroke, as shown 
in the illustration. Through the cover of the valve cylinder is a pas- 
sage leading to the port in the side of the cylinder near its other end. 
Through this cover is also another passage leading to the exhaust : 
this passage is fitted with a valve formed with a rod which passes out 
through a stuffing box in the end cover ; this rod is acted on by a spring 
which holds the valve closed. A tappet rod passes through a stuffing 
box in the end cover of the engine cylinder ; the outer end of this 
tappet is jointed to the lower end of a lever ; the upper arm of this 
lever bears against the rod of the valve so that when the engine piston 
at the end of its stroke comes against the tappet the lever may be 
pressed back and so caused to open the spring valve. 

Figure 128, on the next page, shows a longitudinal section of part of an 
engine similar to that shown by Figure 127, except that the spring valve 
is opened and closed by a small piston instead of by the tappet rod, and 
that the small flow of steam is governed by a grooved valve projecting out 
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Fio. 128. 




from the smaller valve. In this arrangement the small or extra piston 
works in a short cylinder, the inner end of which is, by a passage, open 

to the port passage leading to the 
end of the engine cylinder, and the 
outer end of the valve cylinder, is 
also by a passage, connected with 
the port in the side of the engine 
cylinder. In this arrangement 
when the engine piston is moving 
towards the cylinder cover and 
has passed beyond the side port. 

Brown's Self-acting Balance Piston Valve (Jear, without j. r j mi i v t. j i j 

the Steel Spring and Tappet KoJ, a« shown in Fig. 127 ; tOCn StCam Will paSS thrOUgb that 
patented in the year 1868. p^^ tO the back of the extra piston 

and will so open the small valve, thus at once causing the slide valve to 
be shifted ; steam will also immediately pass through the direct passage, 
whilst that side port will be opened to the exhaust, and thus the small 
valve will be closed. As soon as the engine piston has passed back 
again over this side port, steam will be acting upon both sides 
of the extra piston, and the small valve will be held closed by the 
pressure of steam acting upon the top of the valve. When the 
engine piston has travelled back to the opposite end of the engine 
cylinder and has passed over the other side port, steam will as before 
described pass through this port, and will act against the whole area 
of the largest piston and then move the slide valve back ; the momen- 
tary flow of steam which must then take place is effected tlirough 
the grooves in the side of the grooved valve ; this valve works, as is 
shown, in a cylindrical recess in the hollow piston, a small hole is 
formed through the end of this recess so that steam is constantly ad- 
mitted to the recess from the hollow piston to which as before explained 
steam is at all times admitted. When the engine piston has 
again passed back over the other side port, steam will again pass 
through the port and hold the slide valve. At this time both 
ends of the small cylinder will be open to the exhaust, and the smaller 
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Fig. 129. 




valve will be held closed by the pressure of steam upon it, while 
the valve will be thus held closed until the engine piston has passed 
beyond the side port, when the same operation will be repeated. 

The illustration shown by Fig. 129, is another arrangement by 
Mr. Brown in which a slide valve 
is used to govern the steam and a 
balanced piston valve is used to 
work the former; in fact two duties 
in the place of one as before. 

Just immediately after Mr. 
Brown brought out his ideas of 

what valve gear should be, a Brown's steam Balance Piston Valve, for working a 
Mr. PoCOCk of London brought double-poiteaSlide Valve;. patented in the year ISes. 

out his also, as shown by Fig. 130, which is a lever and a cam, worked 

by the main piston-rod or by any other means ; the cam is fixed on a 

pin that is supported in two slots 

in the side frames, connected to the 

valve on each side of the cam : and 

india-rubber springs keep the top 

and bottom rollers in the framies, 

always against the cam, so that by 

the peculiar form of the cam an 

unequal motion is imparted to the 

valve-rod ; two stop-lugs on the 

cam and side frames also regulate 

the action of the springs. 

To try to supersede Chapman's Pocock's U^r, Cam, and SpifnlTvalve Gear; patli^ in 

ideas for shifting the eccentric, as ^^ ^^ ^^^^' 

shown by Fig. 119, on page 13G, a Mr. Tasker of Andover patented a 
method as shown by Fig. 131, on the next page, which is side and 
elevations of the arrangement of two eccentrics of unequal diameters, the 
smaller being contained in the larger. These eccentrics are of coiu'se loose 
on the crank sliaft, on which is keyed a reversing disc or plate by which 

L 2 
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the eccentrics are raaintained in their adjusted position, as required when 

fixed by means of a bolt and nut as shown. The mode preferred to 

adopt for altering and adjusting the eccentrics is as follows : — At various 

Pio, 131^ distances on the outer edge of 

the smaller eccentric several semi- 

p -|-^ X ^'i^^ ^^^la \ circular or other shaped notches 

^-|- ^ //C?^'^^^^t\. ^^\ ^^ ^^*' *^® ^^ distances being 

determined according as it is 
required to cut off the steam or 
to close the port at ^, ^, ^, or 
any other part of the stroke. 
On the inner edge of the larger 
eccentric other correspondingly 

Tasker's AdjosUble Eccentrics, for altering the travel of the ^-i «_^j •.^i.^U^^ ««^ .^^^^ «4. 
Slide VaWe: to be used asanEipiinsion Gear; patented in shaped - UOtchCS are made at 

the year 1868. various dlstanccs accordiug to 

the relative size of the two eccentrics. The bore of the larger eccentric 
is such that the smaller fits it so as to enable tlie two to be turned on 
or around the crank shaft independently of each other. In adjusting 
the eccentric a not<;h in the smaller one is turned opposite to the corre- 
FicL 132. spending notch in the larger 

eccentric, and the two eccentrics 

are held together by the bolt 

^ passing through them both and 

|] j]] [Ti / jlJ^^^^M \ through a hole in the reversing 

i - f - - 7 T- - K- f[ ' \--^ - f ^~tt 3 :^J - f 7/ - ' f disc. 

? : ! !■ ;; I \ \^\\S^j->>7^^'j^ / Treading on the heels of that 

arrangement is this shown by 
Fig. 132, which was introduced 
by Messrs. Hartnell and Guthrie 
"^dl'vattwl^^rTAtrtr^^^ ^^^ ^^^^ teen 

an Exi>an»ion Gear ; patented in the year 1868. claimed siuCC by SOmC OUC clsC, 

who states he used it six years ago ; but as it is recorded as a patent, 
and as we have no prejudice in any case, we give the facts just as 
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we find them. This illustration is shown in side sectional and com- 
plete end elevations, the reversing disc or plate is here keyed on the 
shaft as in Fig. 131, and the eccentric is secured to the disc or plate by 
a bolt and nut as in that case ; the eccentric is shown as in mid-gear, 
but it can be secured in full or any other gear as required by slackening 
the nut, then turn the eccentric around on the plate, and tigliten the 
nut, so as to hold the eccentric in the settled position, the eccentric in 
this case is slotted in its bearing on the shaft, thus dispensing with the 
inner eccentric shown in Fig. 131. 

The illustration Fig. 133, is a geometrictd diagram of the action of the 
eccentric shown by Fig. 132, also for determining 
the radius of the curved slot in the eccentric. 

In this case the lap of the valve is |^", lead in 
full gear -^'\ travel three inches. The radius of 
the slot 2 ^", and its distance ^" from the centre 
of the eccentric, were found from practice. The 
constniction of the diagram will be understood 
by observing that the centre from which is 
described the curved slot, must always be on the Geometrical diagram of the Ad- 

i TT i.i_ justable Eccentric ahown by Fig. 

same radial hne through the centre H as the 132. 
centre of the eccentric. It must also be in this case ^" from the centre 
of the eccentric and 2 ^" from the centre of the bolt. A H, C D are 
centre lines. C is the centre of the eccentric in full gear. K L is a 
radius described from the centre A of the bolt. K G is found to 
measure ^" ; and by measuring ^^" from the arc K L along other 
radial lines, as shown, other positions for the centres of the eccentric will 
be formed, and their distance from the line E F will be the lead of the 
valve for those positions of the eccentric. The lead may be made to 
increase or diminish as the eccentric approaches mid-gear by reducing 
or increasing the radius A K. 

Another arrangement of adjustable eccentric by Mr. Hartnell is shown 
on the next page, by Fig. 134, in sectional and complete elevations. In 
this case the adjustment is efiected by sliding the eccentric on the shaft 
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instead of turning it partly around, but excepting that, all the details 
are much as those just described and illustrated. 

A different method of connection is shown by Fig. 135. This has 
two bolts and nuts for the adjustment of the eccentric, and the securing 
disc is of the smallest proportions coincident with strength of material. 
This has been used in America for several years lately with as much 
success as any other arrangement of a similar order. Analogous with it 
is this shown on the next page, by Fig. 136, which although of a slightly 
ditferent proportion and shape, is practically similar in its workings. 



Fia. 135. 



Fio. 134. 





Hartnell's Adjustable Eccentric, with a stiaight Slot for Adjustable Eccentric, with cuived blots 

the bolt, lor altering the travel of the Slide Valve; to »" ^^ Eccentric, for altering the travel 

be used as an Expansion Geai- ; patented in the vear 1868. «>^ *^« V»*^« ? secured with two bolts 

and nuts ; tused as an Expansion Gear 
in the year 1868, and for siJt years 
praviously. 

DiflTerent from either of the two last examples, but not much so with 
that shown by Fig. 132, on page 148, is this shown by Fig. 137. Here 
the eccentric is secured by the bolt and nut E to the disc B, which is 
keyed on the shaft, as in the other cases, and C D is the line to indicate 
constant lead, in conjunction with the dotted circle that represents the 
limit of travel or throw. The setting out of the irregular curve in the 
securing disc, is thus : — Draw any number of radial lines from the 
centre of the shaft equidistant through the line C D, and with the 
distance D E, set off from the line equal lengths, and through the 
intersections draw the irregular curve as shown, which is the centre of 
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the slot required in the disc ; also it must be understood that, the 
limit of the distance D E is proportionate to the alterations of the 
grades of expansion required. 



FiQ. 137. 



Fig. 136. 





Messi-s. Kaston, Procter and Co.'h Adjustable Ecoeutric, 
secured by two bolts and nuts, for regulating the Cut-of! 
of the Steam by the Slide V'^ulve ; as lUied iu the year 1868, 
and also iu 1867. 



Kobey's Adjustable Ecc-entrir, with an irre- 
gubir curve for the bolt, for the i-egulation 
of the Cut-off of the Steam by altering tiie 
ti-avel of the Slide Valve ; as used in the 
year 1868, and for two years previously. 



FiQ. 138. 



Of course it is known that the centre of the eccentric revolves 
around the centre of the shaft when in motion, or as a crank pin : and 
equally of course a small crank keyed on the main crank pin, and turned 
towards the centre of the shaft less the half travel of the valve, with a 
pin in it, will perform all that an eccentric 
can do; this can be better understood 
from the illustration Fig. 138, which is 
side and end elevations of the main and 
return cranks of an engine without any 
eccentric ; the length of the return crank 
is less than that of the main crank by 
the half travel of the valve — or " throw " 
of the eccentric if it were used — but the 
same result would be effected if the return 
crank were longer than the main crank 

1 . J . T . . , , . Ordinaiy Crank-AIotion for working the Slide 

aSraUCnaS it is now shorter, or the motion Valve of an Kuginc; most often used for 

pin below the centre of the shaft instead ^^;^ ^"""^ '^"^"^ ^"""° "^^ '^' ^^^° 
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of above it as shown. The slot in the end of the return crank is for 
the alteration of the grade of expansion or point of cut-oft* by the slide 
valve. It is obvious also that this slot can be curved to suit any 
requisition of working, or indeed of any shape as may be desired. 

We have from page 148 illustrated and explained six differently 
arranged adjustable eccentrics, and as they all are said, by the inventors, 
to be perfect, or at least nearly so, we have a very conclusive evidence 
of what differences of opinions lead to, inasmuch that in no two instances 
are the principles or the practice the same, and yet each maker or 
.inventor claims his as the best. 

Now if shifting the eccentric around on the shaft is all that is required 
for expansion gear, how much better must the arrangement be that 
shifts the eccentric while it is in motion to the greatest exactitude due 
to the speed of the piston, instead of stopping the engine to re-adjust the 
eccentric when desired; constant lead being of course not deemed 
essential in the first case, but rather a lead proportionate to the speed. 
It must be remembered also that there is a vast difference in the result 
according as the eccentric is shifted, that is, whether at right angles in 
a straight line, or in an eccentric curve, or radially. 

Mr. Atherton knew something of that circumstance when he patented 

his adjustable eccentrics in the year 
1850, as illustrated on pages 30 and 
31, and Messrs. Eandolph and Elder, 
six years after, were equally well in- 
formed on this subject; as the illus- 
tration Fig. 139, indicates. The ar- 
rangement of this gear is, that on the 
crank shaft there is a loose toothed 
wheel, also to its side is secured a 
'UJ friction pulley and brake, and a certain 

Randolph's Adjustable Eccentric, worked by Spur portion of the iusidc of the rim of the 
Gearing and a brake ; to be used either as an ^^ 

Exi«nslon or Reversing Gear while the engine eccentric is formed with tccth, that 

gear with a pinion that is secured to 



Fig. 139. 




is in motion; for Uigh-prcssure Cylinders; 
psiteuted iu tlie year 1856. 
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the eccentric, and situated between the teeth and those on the loose 
wheel ; this pinion therefore will shift the eccentric either to the right 
or left when the brake is tightened, and thus alter the 
grade of expansion, and also reverse or stop the engines 
as required. 

In tlie case of compound engines there would be two 
arrangements — that just described being for the high- 
pressure cylinder — and this shown by Fig. 140, being 
for the low pressure : it may be stated also, that the 
former has a short arc or a quadrant throw, while the 
latter has a half circle or a semicircular throw, due of „ , , ^, , .. ^, 

Ilandolphs Adjustable 

course to the laps of the two valves, the respective Kocentnc, for uw- 

. . , . , . , pressure Cylinders; 

pinions being made to correspond. patented in the year 

A very ingenious method for shifting the eccentric 
while the engine is in motion also, is shown by Fig. 141, on the next 
page ; this was invented by Messrs. Bruckshjiw and Cornes of London, 
in the year 1867, and illustrates what means were resorted to, to make 
an expansion and revolving gear diflFerent from any other if possible. 
Spur gearing it will be remembered has been much used, and screws and 
nuts, and bevel gearing also ; but mitre gearing has not been so often 
applied. The arrangement of this gear is as follows : — A mitre wheel is 
fixed or keyed on the crank shaft, opposite to which is another wheel 
loose on the shaft ; this wheel has formed with it a tube, together with 
the eccentric or eccentrics ; between them is a loose collar in halves con- 
nected together by bolts and nuts, on the upper half is a boss into which a 
lever is attached, and on the lever is keyed a third mitre wheel — shown in 
section in the end view and half only in the plan — ^tliat gears with the 
other wheels. Now obviously when the shaft is revolving the fixed wheel 
will, by the intermediated wh<^el, drive around the loose wheel, the tube, 
and likewise the eccentrics ; but if the lever is moved to cause an ex- 
ceptional motion to the loose wheel, then the eccentrics are shifted inde- 
pendently of the shaft, and thus the slide valves are similarly affected. 
When the lever is in the position shown, the engine is stopped, and 
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when on either of the extreme angular positions it is in motion one way 
or the other ;. the plan and section shows two eccentrics, which can be 
used for two engines, or for two valves of one engine as may be 
required. 



Fio. 141. 




! used either as all 
\ EzhibitioD of 1867. 



Conies' Adjustable Eccentric?, shifted by Mitre Gearing ; to be ns 
Expansion or Kevei-sing Gear ; exhibited at the Paris Exhibitio 

If a combination of mechanical contrivances is an achievement in this 
matter, the arrangement shown by Fig. 142 must have cost some 
trouble, for here we have the screw, the rack and pinion, the clutch and 
lever, all brought together to perform one purpose — i.e.j shift the 
eccentric at right angles to the shaft. This arrangement is shown in 
three views, and the following description will make them to be readily 
understood. 
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It will be seen by the end view that the crank shaft is made of squate 
section at the part where the eccentric is, and that the long slot in the 



Fig. 142. 




Turner's Adjusttible EoceDtric, worked by a Screvr, Rack, and l*inioii, with 
Levers and Clutch ; applied in tlie year 1868. 

eccentric is fitted to this square portion so that it can slide a<^ross the 
shaft from the position of full gear forward to that of full gear back- 
ward, or remain in any intervening position, so as to vary the cut-off by 
shortening the length of the stroke of the slide valve. The traversing 
motion is effected as follows : — ^Through the square part of the crank shaft 
a screwed spindle is carried that is free to rotate and works in two brass 
nuts, fixed one at each end of the eccentric slot so that as the spindle 
rotates the eccentric traverses. A pinion is fixed on the screwed spindle 
close to the shaft which gears into a rack connected to a sliding collar 
on the shaft, and is moved along it by a pair of arms or levers fixed 
on a weigh shaft to which a hand lever is attached. It will be under- 
stood then, that when the rack is moved in a direction parallel with the 
crank shaft, rotatory motion is given through the pinion to the screwed 
spindle, and thus the required traverse of the eccentric is accomplished. 
To the present it will be remembered that all the adjustable eccentrics 
we have illustrated are either shifted by hand power when stationary, 
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Fig. 143. 




or by gear when in motion ; but in both cases actuated by the hand as a 
separate means from the motion of the engine; Messrs. Robey of 
Lincoln, however, have dismissed the hand as a motive power, and by a 
ball governor, horizontally situated, actuate the eccentric with a combi- 
nation of Dodd's Wedge Motion — which was invented as far back as the 

year 1839, as illustrated on page 
17.— The illustration Fig. 143 
shows the application of this gear 
to an engine with one slide valve. 
The eccentric is formed with a rect- 
angular opening in it, which fits 
on a square portion on the crank 

ItoW. Adjostable Eccentric, worked by n Ball G^eraorS^aft—^ iu the preceding CX- 
and *« Dodd's Wedge MoUon ;" applied in the year 1868. ample ; it is retained iu any posi- 

tion at right angles to the crank, by two wedges of a parallel form 
which traverse forward and backward on the shaft within the 
eccentric, and thus its throw is altered. The mechanical arrangement 
is thus : — On the right hand of the governor there is a collar that is 
fixed on the shaft, opposite to which is a loose collar that is con- 
nected to the wedges. Obviously then, when the balls of the governor 
recede by their centrifugal action, the wedges are pulled by the 
rods through the eccentric, and it slides upward, or in the direction of 
the arrow in the end view ; thus the travel of the valve is likewise 
affected and the cut-off of the steam earlier than before. We may observe 
also that by reversing the position of the wedges the direction of the 
crank*s movement will be similarly affected. The motion of the governor, 
therefore, when at its highest speed, reduces the travel of the valve, and 
when working at the slowest, enlarges it ; of course in either case it is 
limited to the throws of the eccentric or rather the angle of the wedges. 
This gear can be used also in combination with an ordinary eccentric 
motion for separate cut-off and exhaust valves. 

Spur gearing has often been used to shift the eccentric around the 
shait^ as also has mitre gearing ; but in nearly all cases an eccentric has 



Digitized by 



Google 



OP VALVE-GEARING. 



157 



Fio. 144. 



been deemed imperative. Our French neighbours, however, have 
thought fit to copy Messrs. Maudslay's method to the extent of the 
use of cranks in the place of the eccentrics, when the slide valves are 
on the top of the cylinders and the motion shaft in front opposite the 
valve casings. The English firm, it will be remembered, use spur 
gearing also for the valve motion, as illustrated by Fig. 80 on page 99, 
and the cranks and shaft of course being formed together, are similarly 
shifted. The French valve gear 
is shown by Fig. 144, and its ex- 
planation is best expressed by our 
critique of tlie French Exhibition 
in the " Engineer " of August 
23rd, 1867, thus:— "The valve 
shaft is driven by a pair of spur 
wheels of equal diameter, one being 
on that shaft, and the other on the 
main shaft, at the forward ends. 
Reversing, stopping, and starting 
are effected by tooth gearing on the 

end of the valve shaft : outside the ^^^"^ ** Wlnrligig" Valve Ge«r. of the Marine Engne. 
^ ^ ' that gained the prize at the French Exhibition or 1867. 

spur wheel is a pinion, and beyond • 

this a hand wheel with a rim, with a 'jam wheel ;' in the body of the 
spur wheel is a space and a quadrant rack, the radii of which are taken 
from the centre of the shaft ; in gear with the rack is a pinion, and on 
its shaft is a second pinion of a larger diameter than the first, which 
gears with the pinion on the valve shaft. Now on motion being given 
to the hand wheel, independently of the engines, the valve shaft will 
be turned ai'ound independently also, and thus the valves are stopped 
or shifted either way as required, but with the consequence that if the 
hand wheel cannot be instantaneously released by the * jam-wheel ' 
outside it, the engineer will be hurled away from his duty by the 
centrifugal force of the rim." 

A very singular example of valves and gearing was patented in this 
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year, 1868, by Mr. Newton of London, for a Mr. Loomis of New 
York, which consisted of the adoption of hollow perforated cylindrical 
conical valves fitted into perforated shells that are secured in the steam 
chest. The valves are oscillated by means of a cam fitted on the 
spindle of the governor, and when so moved, their perforations come in 
line with those of the hollow seats, and thus let the steam into the 
cylinder. When the projecting part of the cam does not act upon the 
valve connections the valves will be closed. The construction and 
arrangement of this cam and gear for operating the valves in the steam 
chest is that the cam is of cylindrical or conical form with a spiral pro- 
jection, and is fitted on the spindle to be adjustable to the up-and-down 
movable stem, which is raised and lowered by the action of the governor 
balls. Levers wliich are attached to cranks projecting from the valve 
rods are with their ends held against the periphery of this cam, and 
when the spiral projection is brought between them and the axis of the 
cam they are pushed off so as to open the valves ; springs or other 
equivalent devices throw them back again to close the valves as soon 
as the projection has passed. The projection of the cam being spiral 
on one edge and not on the other is consequently wider on one end 
than on the other ; the opening of the valves is therefore regulated by 
the height of the governor stem,- and also by its direct adjustment 
around the governor spindle. 

This arrangement was of course patented to elude the " Corliss ** arrange- 
ment, and to show how it was accomplished we have illustrated it by Fig. 
145, in side and sectional elevations ; it will be seen that the main agent, 
the cam, can be adjusted up and down on the spindle by setting the 
securing nuts, and its position is also regulated by means of the governor s 
action, which draws the stem and its appliances up and down as the 
levers are being spread or contracted in position. In each steam chest is 
formed a somewhat conical perforated shell which forms the seat for a 
conical hoUow perforated valve that is mounted on a shaft, as described. 
The shaft has its bearings in the ends of the steam chest or in other 
suitable supports, and has a crank formed on it, as represented. To the 
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end of the crank is fixed a bar which is by means of a spring held with 
its end against the cam or c\ linder, as shown in the side elevation. As 



Fig. 145. 




Loomis' Oscillating Cylindricnl rerforated Valves, worked by Witre Gearing, 
Levers, Cams, and Springs, controlled by a suitable Ball Governor; 
patented in the year 1868. 

the spindle is being revolved the cam is once during every revolution 
brought between the end of each lever and the ring, and pushes the 
crank away so as to turn the valve in its seat, thereby opening the port. 
When the lever is not held out by the cam, the ports are closed. Now 
it is evident that the lower the cam is situated the longer will the ports 
remain open during one revolution of the governor, and the higher it is 
the quicker will they be closed, owing to the tapering form of the cam- 
If the engine goes too fast the balls will spread and raise the cam, 
causing less steam to enter the cylinder until the required equilibrium 
has again been obtained. The supply valve can be ground into the seat ; 
one end of its shaft rests against a spring to allow expansion and con- 
traction of the parts. Valves of similar construction are also used for 
the exhaust. They are there confined within seats as shown, and are 
operated by means of a full stroke cam mounted on the rotary spindle. 

Early in this year Mr. Spencer came forward again with his notions 
of improved " Corliss '* valve gear, in connection with a new '* dash- 
pot," which had no springs, but solely depended on the atmospheric 
pressure and its exhaustion, or a vacuum, for the sudden motion of 
the pistons connected to the steam valves, as shown in sectional and 
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Fig. 146. 




complete elevations by Fig. 146, and the advantage gained is that the 
apparatus is cheaper than his other and equally as eflBcient. 

The arrangement consists of plungers 
:^ and pistons working in corresponding 
cylinders, the effect of which is, mainly, 
the closing of the supply steam valves by 
suitable gear, by means of a piston work- 
ing air-tight in a cylinder and connected 
to a lever on the steam valve rod, or to a 
lever on a weigh shaft, that gives motion 
to the steam valve rod, while the piston 
is drawn out by the opening of the steam 
port, arid thus forms a partial vacuum 
on the inner side of the piston, and by 
the pressure of the atmosphere on the 

Spencer s Vacuum " Dash-pot and Gear, for , •! i 

clawing ** Corliss " or other Equilibrium OUtsidc of the pistOU it cloSCS the stcam 
Valves: patented in the year 1868. . ■, ., i i i ^ it i 

port when the detent releases the valve. 
By this arrangement the movement required to open the steam valve 
also gives motion to the vacuum piston and creates the vacuum, and 
the usual dash pot or air cushion can be formed by the vacuum piston 
itself or by a separate cylinder and piston as preferred. 

Inlet and outlet air valves are fitted to the vacuum cylinder to 
regulate the amount of vacuum required, and in cases where no separate 
dash pot is used, also to regulate the amount of cushioning required. 

The improved valve gear is show^n by Fig. 147, on the next page ; it 
is of two arrangements : the first on the left hand, in sectional views, 
consists of a motion ring with two eyes formed therewith, the main eye 
being in connection with the eccentric, and the other with the dash 
pot ; the motion disc, keyed on the weigh shaft, imparts motion to the 
admission or cut-off valve, and the ring and disc are connected intermit- 
tently by means of the " detent " bolt and trigger ; the latter being kept 
stationary when required by an adjustable rod. The movement of the 
ring indicated by the arrow lifts the detent-bolt clear off the trigger, 
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and thus releases the motion disc, also thereby permits it and the 
valve to be actuated by the dash-pot piston and rods. 



Fig. 147. 




Spencer's 



* Radial Escapement Gear," for working "Corliss** and Equilibnum Valves, 
patented in the year 1868. 



Fig. 148. 



The second arrangement of gear is shown in two complete views on 
the right hand, in which levers and a 
spring perform the requisitions of the 
detent-bolt trigger and ring. 

Within one month after Mr. Spencer ^ 
had petitioned for his patent just de- | ^ 
scribed, Mr. Shelmerdine, with two 
friends of his, the trio being at Man- 
chester, began to patent the arrange- 
ment of valves as shown by Fig. 148, 
which is an arrangement of main and 
cut-off valves regulated by suitable 
means at riglvt angles with each other ; 
the working of the top valve being 
dependent on the frictional contact of 
the two faces, due to the pressure of the 
steam acting on the top surface. The 

• 1 1. • v • i_ J 1. Shelniei'dine*s Main and Cut-off Valves, worked 

main valve, WniCn is worked by an eC- and regulated by an Eccentric and Ball 

centric, has two ports in it at each end, ^^"^"^^'' p***"^ ^" "^^ ^^^ ^^^^• 

M 
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through which steam is admitted, and a face port also at each end through 
which the steam passes to the ports of the cylinder. The cut-off valve 
is fitted in dovetail slides on the back of the main valve, as shown in 
the end view, and has two ports in it to correspond with the inner 
ports in the back of the main valve. There is a stud fixed in the back 
of the cut-off valve, and a die is fitted to swivel upon the stud, which 
die fits into a parallel slot in a lever, therefore the lever can slide to and 
fro on the die. The fulcrum of the lever is upon a stud fixed in a 
block that can slide to and fro in guides formed in the lid of the valve 
chest, and this block has a rod screwed in it which passes through a 
stufiing box to the exterior of the valve chest, this rod being connected 
with the ordinary ball governor of the engine by rods and levers or 
other suitable means, by which, when the speed of the engine increases, 
the rod will be pushed inwards, and vice versd when the speed of the 
engine decreases. The end of the lever moves between parallel ribs or 
stops which stop its movement. These ribs are formed by two brackets 
fitted in parts projecting from the steam chest lid, so that they can be 
slid to and from each other, and they are secured by bolts, one for 
each stop. Each bolt has a small eccentric formed upon it which enters a 
suitable slot — shown in dotted line in the plan — in the stop, so that by 
rotating the bolt, the position of the stop can be adjusted, and then the 
bolt can be secured by the lock nuts. Upon each stop a series of thm 
plates are loosely secured one against the other by two screws — to deaden 
the shock or blow which the end of the lever gives upon the stop. 

p,Q 149 The illustration shown by Fig. 

149 is an arrangement of double 
main and cut-off valves, for long 
cylinders, connected by rods, but 
worked by the same methods as 

Shelmerdine's Main and Cut-off" Valves for Long Cyliudere, ^ . . * 

patented in 1868. Just after this pcriod another 

Mr. Holt — for Mr. Shelmerdine had one of that name with him— joined 
Mr. Galloway in inventing and patenting an arrangement of sliding and 
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revolving gear for working piston valves, as illustrated by Fig. 150. 
The ports of one valve seat are opposite the intermediate or closed ports 

Fig. 150. 




Galloway's Revolving and Sliding Motion, Valves, and Gear, for working the IMston Valves, 
as shown in section, patented in the year 1868. 

of the other valve seat, whilst the spaces or ports of one valve are 
opposite to those of the other. Tlie pistons are secured on the shaft, 
so as to be capable of rotation with that shaft, when rotary motion is im- 
parted to it. Traversing motion is imparted to the shaft, and consequently 
to the valves, by means of the eccentric on the crank shaft, or it may be by 
other suitable means through the connecting rod, the other end of which 
embraces a stud, which is capable of sliding in a slot formed for it in the 
stationary guide, and is formed to receive the outer end of the rod, which 
at that part is provided with collars and set nuts, so that it may be moved 
endways with any to-and-fro motion of the stud, and yet be free to re- 
volve therein. In order that rotary motion may be given to the valves, 
the shaft is formed into sexagonal or other suitable form, to slide end- 
ways through a corresponding shape in the boss of the tooth wheel, and 
according •to the arrangement shown, this progressive rotary motion, at 
the times and to the extent desired, is first obtained from the bevel 
toothed wheel on the crank shaft, the teeth of which gear into the teeth 
of the bevel tooth wheel fixed on one end of the pinion shaft, which is 
supported so as to be capable of revolving in stationary bearings, and 
has fixed on its other end another bevel pinion, which by means of the 
horizontal bevel pinion is capable of giving motion to the fifth bevel 
pinion fixed on one end of the countershaft, which latter is also sup- 
ported with capabilities of revolving in stationary bearings, and has 
connected to it by a spring clutch-connection a face plate, that has 
a stud projecting from it in position to act upon the teeth of a star 
wheel, as shown in detail by Fig. 151, and the rotation of the face 

M 2 
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Fig. 151. 



plate imparts, " step-by-step," rotary motion to the star wheel. This 
star wheel is secured to one end of a shaft, which is supported in proper 
bearings, and has keyed upon it a spur pinion, the 
teeth of which take into the teeth of a spur wheel ; 
and thus rotary motion is communicated to the 
valves. But that the extent of this motion may be 
controlled by the governor, the horizontal bevel 
pinion is arranged to revolve on an arm, which is 
formed with lugs to turn in suitable bearings coin- 
cident with the centres of the shafts, while the outer 
end of this arm is by a pin joint, and a suitable 
connecting rod linked to the governor to be ope- 
^^f=M|^ — rated by it, so that as the governor rises or falls the 
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Details 
Gear, 
Kig. 150. 



Fig. 152. 



other end of the arm is actuated in one or the other 
/sLwnToSeJ^^^^^^ turning the bevel pinions partially round, 

thereby altering the relative movements of the spur 
pinions, and thus causing the stud in the plate to act sooner or later on 
a tooth of the star wheel, varying the cut-off effected by the valves ; 
there are stops, also, which simply hold the star wheel in position. 

At the end of this year, 1868, Mr. Inglis patented two new dash- 
pots for closing the " Corliss " valves of compound or any other engines, 

one of them being shown by Fig. 152. 
It will be understood that the two por- 
tions, sectional and complete, are dupli- 
cate, to serve for the two opposite steam 
valves of one cylinder, and one set of the 
"" parts is shown in section. A plunger 
is arranged to work through a stuffing 
f , » w rv. V « . r.-^ X. t.^ ^^^ ^^^o a cyUudcr or chamber, which is 

Inglis' ** Dash-pots,^ m which the Plungers are , ... 

actuated by the Atmosphere and Oil, patented in COmmUuicatioU with the COUdcnSCr 
in the yeai- 1808. , . .i. i. x i . i • 

by a pipe, so that the atmospheric pres- 
sure constantly tends to force the plunger inwards. The chamber is 
filled or partly filled with oil or other suitable liquid, and the 
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Fig. 153. 



bottom of the plunger is made conical to fit a conical seat formed 
for it in the inner end of the chamber. The plunger is connected 
to the valve gear by the spindle, so as to be drawn outwards 
when the valve is opened, and on the gear being released it moves the 
valve back, its own momentum being gradually checked close to the 
end of its traverse inwards by its having to displace the oil from the 
seat. Instead of the plunger or its equivalent being moved inwards 
by atmospheric or other equivalent pressure, the necessary pressure for 
that action may be applied by a metallic or other spring, the oil or other 
liquid being in all cases retained to prevent violent concussion at the 
end of the inward movement. 

Figure 153 is a sectional elevation of 
the other dash-pot, which is a modifica- 
tion embodying a convenient mode of 
applying a metallic spring, a spiral steel 
spring being placed between the plunger 
and the cover of the chamber, and in a 
state of compression sufficient for forcing 
the plunger against its seat* 

The next year, 1869, was rather rich ^"^ '^' 7^'^^^^- 
in new valve gears, and the " Corliss " valves seem to have met with 
much attention then, for their practical application was considered 
novel, and of course therefore interesting ; but with the use of those 
valves the various inventors introduced new gear, which practically 
nearly obviated the original kind, and also 
that which immediately followed it, without 
the advantages they possessed. What seemed 
to be the prevailing fashion was old "Corliss" 
valves with new gear for working them. 
As an example Fig. 154 is introduced, which 
is an illustration of Messrs. Holcroft and 

"TV 1 > <i /^ T »> 1 J J Holcroft's" Corliss** Valves for the Supply 

Dack S CorhsS valves as arranged and and Exhaustion of the steam, sltJated 

patented by them on the 1st of April in the '^^''^'' * p*^"*«^ ^° ^^ y«^^' ^«^^- 




Inglis* •* Dash-poU/* in which the Plungers are 
actuated by Steel Springs and Oil, ftatented 



FlO. 154. 
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year 1869, and Fig. 155 represents their gear when those valves are 
arranged separately or as usual. The main feature in this gear is that 



Fig. 155. 




liolcroft's Valve Gear, with Catch-pios, Cam-motion Weights, and Ecoeutrio-gear, 
for working *' Corliss" Valves ; patented In the year 18G9. 

there are no dash-pots, but cam-motion catches and weights perform 
their use. 

This arrangement is, that at the centre of the length of the cylinder 
there is a slide or sliding-piece used for the actuation of the cut-oflF and 
exhaust valves, which are attached by rods without the usual clips and 
toe-lever gear. This slide is worked by an eccentric rod in the general 
way, and is fitted with flanges, shown by the end section, between 
which sliding blocks fit ; these sliding blocks are connected to or discon- 
nected from the slide by means of catches, which are raised by the cams 
above and drop by their own weight or by a spring. The sliding 
blocks are connected to the supply valves by links, and they are also 
connected to jointed links fitted with weights, which form the joints : 
the slide is connected to the exhaust valves by links also. 

Above the slide are the cams ; one of the cams is provided with a 
spiral key fitting in a spiral groove in one of the shafts, as shown, 
which is driven by mitre wheels, one of which is actuated by the 
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engine. The end of the grooved shaft is connected to the governor 
either directly or by a hydraulic cylinder. The two shafts are driven 
by spur-gearing. 

The method of operating this vaLve-gear is as follows : — So long as 
the engine is at work the eccentric rod moves the slide to and fro, and 
the links work the exhaust valves as usual. When the catches are 
down, as shown, the sliding blocks are also carried to and fro to work 
the valves, but as soon as the cam has lifted the catch, the sliding block 
is instantly brought back by the falling of the weight, which drops into 
a cup cast with the cylinder and lined with some soft material. The 
time at which the cam lifts the catch, is regulated according to the speed 
of the engine, by the governor which moves the shaft endwise, and in 
so moving, that cam is turned partly round, and thus varies the time of 
releasing the catch. Aftpr the catch has been raised it drops on to the 
sidfe plates and is held up by them until the sliding block returns to its 
former position, and allows the catch to drop again into the position shown, 
and the operation is repeated. 

Figure 156 represents another 
arrangement of gear. In this case 
also it is applied to a " Corliss " 
engine without dash-pots, but 
with the ordinary wrist plate. 
It is obvious that by the means 
now shown and that described, 
the force required to lift the 
weight or to compress a spring, 
as in the usual mode of closing 
the valves, is applied direct to 
the sliding blocks or wrist plate, instead of it passing through the 
spindles of the valves as in ordinary examples. 

Mr. Holcroft and his friend, however, were not content with what 
they did; as has been stated, but schemed an arrangement of slide valves, 
and link-motion to work them, as illustrated by Fig. 157. It will be 



Fig. 156. 
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Holcroft's Arrangement ot " Corliss " Valve Gear to obviate 
the use of Dash-pote, but use Weights in their place ; 
patented in the year 1869. 
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seen that there are two valves, the main valve working under a block 
valve or frame above, within which works the cut-off or expansion 
valves, so that there are two back plates for the valves to work against. 



Fio. 157. 
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Fio. 158. 



Uolcroft's Back-plate, Equilibiium, Ezpausiou, aod Mnia Slide Valves, worked 
by the Link Motion and regulated by a Goveruor; (Kitented in the year 18139. 

The link-motion is the usual kind, but is in connection with an 
arrangement of springs to close the cut-off valve quickly as well as to 
be regulated by the governor .by a differential stop gear, which is 
connected by right and left-hand screwed rods to the buffer carriage and 
the shackle joint. 

The governor spring-gear is rather peculiar, it being two spiral 

springs at the same angle, having between 
them a third spring at an opposite angle, by 
which means when the governor rod is raised 
the top and bottom springs are compressed, 
and their rod being in connection with a 
rack in gear with the buffer, the cut-off valve 
closes instantly when the release occurs. 

Perhaps the most sensible proposal in all 
this apparatus is the cut-off valve shown by 
floicroa'i Zigxag Cut-off Valves; piopoMjd Fi^. 158. which altliouffh fuuuv in api>earance 

in the year 1869. . ^ f ^ r • r v 

IS not without the advantage ot simpucity. 
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Fig 159. 



SUPPLY VALVE 




Bat Mr. Holcroft was not alone in the field of fame for the invention 
of Corliss Valve Gear, however ; because in the same month Mr. Rose 
of Lancaster patented an ar- 
rangement of dash-pot gear, as 
shown by Fig, 159, by which 
it will be seen that on the end 
of the valve rod a lever is keyed, 
and to it is attached a screw 
rod, fitting in a socket. This 
socket, being screwed internally 
right and left-handed, and at 

the latter part is fitted with Ro»'s steam "Dash-pot" and near for closing **Corli'«8 
,- 1 . i. .ji Valves," patented in the year 18G9. 

another rod m connection with 

the piston of the " dash-pot," so that by turning it around in either 
direction, the connection between the lever and the piston can be 
lengthened or shortened as required. The piston rod passes through 
a stuffing box at the left-hand end of the dash-pot cylinder, and 
through a bush at the other. The rod has a broad piston secured 
on it, and in this piston there is a small port which is held opposite, 
or over, another port in the casing or cylinder at the termination of 
each sudden movement of the piston, thus allowing the steam in the 
casing to exhaust through the pipe shown. When the piston makes 
its slow forward movement, the exhaust port is covered, and the next 
port is uncovered, through which steam enters that may be brought 
by another pipe, fitted with a stop-plug valve as shown. The pressure 
of the steam gives the sudden return movement to the piston when the 
valve-rod is released, by which movement the steam port is covered, 
and the exhaust port is uncovered at the end of the movement. Tliat 
end of the cylinder without the stuffing box is termed the dash-pot 
end, and air is allowed to enter through one or more small holes during 
the slow movement of the piston, to act as a cushion or buffer to 
prevent percussion or shock at the end of the return sudden movement 
of the piston, the air which can escape through the small hole or holes 
checking the blow. 
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This patent contained also an arrangement of gear for working 
Corliss Valves, the main feature of which is the action of a cam for 
each set of valves driven by mitre gearing. 

Now if we turn to page, 169, there is represented by Fig. 145 an 
arrangement of valve-gear by a Mr. Loomis, precisely as Mr. Rose 
proposes as his invention ; which shows how near some inventors often 
follow the steps of others, although they may be guiltless of knowing 
that fact, or even intending it, 

Mr. Rose's gear is represented by Fig. 160, and is easily understood 
from that illustration to be as follows: — To the lever upon each 



Fig. 160. 
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Kose's Vertical Cam Motion Gear, for working ** Corliss " Valves, 
patented in the year 1869. 

oscillating valve rod one end of a piston rod is jointed, and the other 
end passes through and slides freely in a guide part projecting from 
the dash-pot casing that is secured to the steam engine cylinder. 
The piston on the rod fitting the dash-pot cylinder acts as a bufier 
in the usual manner. The dash-pot, piston, and rods for the supply 
valves can be made in two parts, connected by a right and left-handed 
screw coupling as shown previously, to allow for adjustment. 

The motion gear is thus : midway of the length of the st^am engine 
cylinder a vertical shaft is arranged in suitable bearings, and this shaft 
is rotated by bevel wheels, and a horizontal shaft not shown, driven by 
the crank shaft of the engine, the vertical shaft rotating at the same 
speed as the crank shaft. 
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The vertical sliaft is hollow, and is formed in two 
parts connected together by a main coupling, as shown by 
Fig. 161. The upper end of the shaft carries an ordinary 
governor, to the sliding boss of which a central rod is 
secured by a cotter passing through a slot in the sliding 
boss, the hollow shaft, and the central rod. This rod is 
in two parts, connected by a long right and left-handed 
screw coupling, as also shown by Fig. 161, the exterior 
of this coupling is formed hexagonal, or like a screw 
nut, so as to fit and slide freely through a corresponding 
hole in a spur wheel arranged in the main coupling 
between the two ends of the vertical shaft. This wheel 
gears with a pinion on another vertical shaft, having 
bearings in the main coupling, which shaft can be 
rotated by means of a square end, and a suitable key 
to adjust the length of the central rod. The lower end 
of the rod is connected by means of a cotter passing 
through it and through a slot in the hollow shaft, with 
a cam of peculiar shape, which can, while rotating, be 
slid up and down by the governor. The most elevated 
part of the cam is undercut, as shown in detail by Fig. 
1 62, so as to be clear of the part acted upon when it is 
suddenly forced back by the valve spring ; this cam acts 
upon the dash-pot piston rod of the supply valves at 
each revolution, first on one and then the other, so that 
by varying the position of the sliding cam, the time of 
cutting off the steam from the cylinder is regulated, and 
this is done self-acting by the arrangement described. 
When the speed of the engine increases above that fixed 
upon, the governor will slide the cam upwards, and this 
will release the dash-pot piston rod sooner, and allow 
the valve spring to shut the valve, and vice versa^ when 
the speed of the engine decreases. 



Fio. 161. 




Roee'f A<lfjiutable Spur 
Gearing Coupling for the 
Motion>flbafl that works 
the arraDgement of Cor- 
liiM Valves and Gear, as 
shown bj V\g 160. Psr 
tented in the year 1869. 

Fio. 162. 




Koee's Gam for >vorking 
the Supply Valves of 
Corliss En^ps. patented 
in the year 1869. 
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Other arrangements of mechanism may be employed to connect the 
governor with the sliding cam, and the governor may be placed in any 
other convenient position ; for example, the cam may 
be slid to and fro on the shaft by a clutch fork 
arrangement, or any other convenient means, and for 
steam engines having vertical cylinders the regulation 
of the cam's position may be made by a bell-crank 
clutch lever, and a rod with adjustable screw coupling 
connected with the governor. The exhaust valves are 
arranged and actuated like the supply valves, except 
that the cam, as shown by Fig. 163, is fixed upon the 
vertical shaft, and it is formed to shut the valve slowly 
and to allow the spiral spring to open it suddenly at 
the end of the stroke. 

The " spiral valve spring " alluded to is shown by 
Fig. 164, which arrangement is merely that the inner 
end of the spring is fixed to a key or plug, secured in the boss of the 
valve, and the outer end to a key or plug fixed in the casing of the 
valve ; and thus the inner end moves while the 
outer end is fixed, and the uncoiling action of the 
spring imparts a sudden motion to the valve as 
required. 

It will have been noticed that on page 161, by 
Fig. 148 is illustrated an arrangement of valves and 
gear, in which the cut-ofi* valve receives its motion 
from a lever, the rod of which is worked by the 
ball governor, and we again illustrate a similar 
arrangement as illustrated by Fig. 165, as patented 
by Mr. Cuthell, and constructed by Mr. Cowan of 
Nottingham. 

The main slide valve is constructed as shown in section, and it is 
fitted with a cut-off* plate, which slides freely upon the back of it. 
The motion of the cut-off plate is controlled by its being connected 



EXHAUST CAM 
Rose's Cam for working 
the Exhaust Valveg of 
CorlUs Engines, pa- 
tented in the year 
1869. 



Fig. 164. 




Kose*8 Coiled Spring, attached 
to a Corliss Valve and Casing, 
so as to close the valve when 
the spindle is released; pa- 
tented in the year 1869. 
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to the lever formed at the lower end of a rod that passes through a 
stuffing box on the cover of the valve chest. On the end of this rod 



Fio, 165. 




Cathell's Patent Main and Cut-off Valves, regulated by an ordiuary 
Ball Governor, constructed in the year 1869. 

is fixed a disc plate, fitted with studs with swivel blocks, these latter 
being provided with brass liners, between which the tapered bar, 
actuated by the governor, works. When the engine is in motion the 
slide valve tends to carry the cut-off plate with it, and the ports in 
the slide valve and plate are so arranged that the cut-off can be effected 
by stopping the motion of the plate before ihe slide has reached the 
end of its stroke. The point of the stroke at which this stoppage of 
the movement of the cut-off plate, and the consequent cut-off of steam, 
takes place, is regulated by the action of the governor, which inserts or 
withdraws the tapered bar between the liners of the swivel blocks, and 
consequently limits or increases the period of rotation of the lever 
rod, and so regulates the cut-off to the power required. This valve 
is not arranged to cut off the steam beyond one-third of the stroke of 
the engine cylinder piston ; but three other examples, by three firms, 
of a similar arrangement are shown on Plate 65. 

Ten years previously Mr. Hackworth of Darlington patented a very 
peculiar arrangement of valve gear, and improved it step by step up to 
this date, 1869, and the principle of this latest method is that — there 
is one eccentric for the slide valve of each cylinder, having a rod whose 
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extreme end moves in a straight line. At one-third from the extreme 

end of the eccentric rod the valve rod is attached, the point of attachment 

Fig. 166. Fig. 167. forming, in onc revolution of the engine, an 

j . i elliptic figure, thus (Fig. 1G6); the trans- 

i. ' ; \ ■ verse diameter being (when the line of 

motion of eccentric rod end is at right 
angles with the slide rod) the full travel, 
and equal to lap and lead of valve. In 
this position the engine will go either 
way round, the extremes occurring when 
it is on the centre. On varying angu- 
larly the line of motion of the eccentric rod 
end, the end of the valve rod still forms an 
elliptic figure, but the traverse of the valve 
is increased in proportion to the angularity, 
thus (Fig. 167), and on the extreme of the 
movement occurring after the engine has 
passed the centre, it will go ba^k, or arhead 
way round, or as the line in which the rod end moves if turned to 
one side or the other of the square line for short traverse. 

The arrangement of the gear and form of valve proposed for marine 
or locomotive engines is shown by Fig. 168. As before stated, the 
movement of the valve. is obtained from one eccentric, the rod of which 
performs the functions of a lever, having the valve rod attached thereto 
at right angles, and about two-thirds of its length from the centre of 
the straps that embrace the eccentric pulley, whilst the other extremity 
of the eccentric rod is guided by a parallel motion carried on a weigh 
shaft, the said motion answering as a fulcrum ; and when the rectilinear 
movement runs through the centre of the main shaft, a proportionate 
amount of the eccentric's throw is communicated to the valve, being 
the "lap" and "lead." This is designated the "lead motion," the 
extent of which is at the option of the engineer, but when once 
determined remains invariable — the extremes of this movement occur- 
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Geometrical Diagrams of Hackworth's Ex- 
l>ausion and Reversing Gear, as armnged 
in the year 1869. 
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ring when the engine is on the centre gives the lead for either way 
round, and determines the relative positions of the crank and eccentric. 
A variable traverse and reverse action is produced by causing the parallel 
motion to move angularly on either ^ide of the centre line as repre- 
sented by a X , one line giving the greatest supply of steam one way 
round, and the other the opposite ; the supply being reduced as the 
line of motion approaches the centre, in which position the lead 
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Hackworth's Single Eccentric Expnnsion and Reversing Gear and Valves, for Marine or Locomotive Engines, 

as proposed in the year 1869. 

motion only is in action, the traverse being suspended. When both 
the lead and traverse are ill action, one is at the middle of its traverse 
when the other is at the extreme, or in other words they are at right 
angles with each other in all similar cases. 

In some cjwes Mr. Hack worth has preferred to use a radius rod 
parallel motion for guiding the end of eccentric rod, as shown by 
Fig. 169 on the next page: this plan is very complicated and equally 
expensive. 
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But mostly has been proposed the steel castor running between steel 
parallel bars for guiding the rod end, as shown by Fig. 168 ; it has 
also been applied to marine engines, with a sliding block and brass 
face moving on an iron guide bar. 
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Hackworth's Single Eccentric Valve Gear, with a Kadius Rod Parallel Motion, to guide the end of the Eccentric 
Rod, with Geometrical Diagrams and Details, as proposed in the year 1869. 

We next refer to an example of a pecuKar spring self-adjustable 
packing for the back of slide valves, by Mr. Dawes of Leeds, in which 
a separate plate is fitted to the back of the valve and surrounded by a 
frame plate; and the connections of the plates and vaJve are by 
metallic springs of suitable form ; which connection or addition is 
termed by Mr. Dawes " an elastic packing." 
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The construction of this packing will be best understood from 
Fig. 170, which illustrates two sectional views and a plan of the 
arrangement, where it will be seen that the packing is merely a spring 
or thin plate of metal that unites the frame plate to that on the back 



Fig. 170. 
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Uawcs* Elastic Spiing-plate packing for ordinal y Slide Valves; 
patented in the year 1869. 

of the valve, so that the steam acts against the frame and the flanges 
of the valve at the same time ; and thus the working face of the valve 
is relieved from the pressure that must otherwise occur. 

Fig. 171. 




Dawes* Elastic-packing for Double-ported Slide Valves, patented 
in the year 1869. 

The illustration, Fig. 171, shows three examples of valves having the 
same class of packing as before. The main valves are all double ported 

N 
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for the admission of the steam, and fitted with cut-off valves to 
correspond. 

The gear for working those valves is partly shown in each elevation, 
and the arrangement for the upper one is thus : upon the inner or 
exhaust end of each valve are fixed, by brackets, a pair of bell-crank 
levers, the upright arms of which are coupled — by rods passing along 
the sides of the main valves — ^to the ends of the cut-off valves or plates : 
and between the two horizontal arms a roller is bored and fitted upon a 
turned pin which is keyed into the ends of the arms of the bell-crank 
levers. About the centre of the steam chest between the two valves is 
fixed a differential movement of any convenient description in connection 
with the governor, so constructed that the rising or falling of the same 
shall cause the two broad wedge-shaped pieces to slide upon the bottom 
of the valve chest in contrary directions to each other, that is, as the 
governor rises they shall both move outwards from the centre towards 
the valves, and as the governor falls they shall both move inwards from 
the valves and towards the centre, and the position of these wedges with 
respect to the rollers is such that as the latter travel inwards with the 
valves they shall roll upon these broad wedges and thus — by the bell 
cranks and rods — close the cut-off valves alternately, and that earlier or 
later in the stroke of the piston according to the positions of the 
governor and the wedges. The sliding of the cut-off valves to open the 
ports at each stroke of the piston is effected by means of two fixed 
inverted wedge-shaped pieces attached to the steam chest over the said 
rollers, and so placed that when each of the main valves is at the end 
of its travel outwards, one of these fixed wedges and its roller shall 
have shifted or opened the cut-off valve for admitting steam in the 
cylinder, and close it again as the main valve travels inwards at the 
proper part of the stroke of the piston. 

It may be well to explain that the surfaces of the before-named 
wedges upon which the rollers work, are not straight but S-shaped or 
double curved, so as to secure quietness of action and the further 
advantages of moving the cut-off valves only the distance required to 
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close and open them and of opposing the least angle to the roller, and 
therefore having the greatest power at the beginning and ending of 
travel of the cut-off valves when, as wiU be evident, the greatest 
power is required to move them. 

In applying this compensating wedge and roller action to the valves, 
as shown in the second or central sectional view, the separate cut-off 
plates or valves are fitted upon the outer flanges of the main valve and 
actuated in a similar manner ; the wedges, the bell cranks, and rollers, 
are outside the steam chest, the connection between them and the 
valves being obtained by rods through packing boxes in the ends of the 
steam chest. It is evident, also, that the cut-off valves may in this 
arrangement be coupled to work together as one ; or the cut-off plate or 
valve may work upon the back of the main valve, as shown by the 
lower section, in the usual manner or position, and the fixed inverted 
or opening wedges be dispensed with on account of the closing of the 
ports for one side of the piston and opening those for the other at 
the same time. 

Being now on the theme of valves we notice next Mr. (lilchrist's 
valves, of which the principle, and pretty much of the practice too, is 
as Holcroft*s arrangement, as shown by Fig. 157 on page 168, where 
the valves are single ported, but in this case are double ported, as 
shown by Pig. 172, in which the cut-off valves are separate from each 



Fig. 172. 




Gilchrist's AdjastAble Cut-off Valyes and Bnck Plate, and Equilibrium Main Valve 
for High-preasure Engines, patented in the year 1869. 

end of the cylinder, and are screwed on a rod with right and left hand 
threads, so that adjustment, by the hand wheel, can be effected while 
the valves are in motion : these valves work on a face or back plate, 
that encloses the main valve, which regulates the expansion and 
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exhaustion — as the arrangement is shown by two distinct sections it 
will be readily understood. 

Mr. Gilchrist patented also the arrangement of valves, as shown by 
Fig. 173, which is of a more simple order than the previous example, 



Fig. 173. 




(iilchi-Ut*s Equilibrium Main Vh1v« and Back Plate, for Compoand Engines, 
patented in the year 1869. 

and can be applied for compound engines also. The main valve for the 
low-pressure cylinder is single ported in its duty, and is in the form of a 
frame, with parallel faces with three openings through it ; a narrow 
one at each end and a larger one in the middle. The cylinder bars are 
made with the exhaust port between them in the usual way, with the 
two ports and steam passage at the one end, and those with the other 
passage at the other end. The fixed back plate is made with its 
working face exactly like the cylinder port face, and opposite to each 
pair of passage ports there are two ports communicating with each 
other by a passage formed in the back plate. The movement of the 
main valve brings the narrow opening or valve port at one end of it 
alternately over the inner and outer ports of the cylinder passage at 
that end, and when it is over the inner port, as shown, the steam, as 
indicated by the arrows, has access directly to the outer port and to the 
corresponding opposite port in the back plate, by which last it enters 
the passage in the back plate and finds its way through the valve port 
to the inner passage port, but when the valve port is over the outer 
passage port, as is now with the port at the other end of the valve, the 
inner paf>sage port communicates directly with the exhaust port, whilst 
the outer port ^Iso communicates therewith through the valve port and 
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through the passage in the back plate. The same actions of course 
take place at both ends, but alternately. The back plate for either 
arrangement may be fixed in the valve casing in any convenient way, 
as, for example, by taper keys or wedges which hold it between ribs 
formed in the sides of the casing as in the low-pressure casing, or it 
may be bolted to lugs or flanges as shown in the high-pressure casing. 
The valve of the high-pressure cylinder and its back plate, Fig. 172, 
have the same ports and passages as the valve and its back plate, 
Fig. 173, and they only differ in the additions required when applying 
cut-off valves. 

We illustrate next, by Fig. 174, an ordinary arrangement of valves 
worked separately ; and also by which 
the pressure of the steam on the 
back plate is reduced by a packing 
ring in the casing cover. The cut- 
off valves are in this case contained 
in the back plate, and the main valve 
below formed with the back plate is 
single ported. It will be noticed 
that this arrangement differs a great ordinary A.iju.st,.bie cut^ff and Equiiiiii^m Main 

deal with that shown bv Fisr. 172 on . Valve^ for Stwim tugines, applied in ICnglaud aud 

^ o ^ Americii siace tiie year 1865. 

page 179 : there the back plate is 

fixed, but in this case it moves with the main valve it is a portion 
of : the advantage with this is, that the area exposed to the pressure of 
the steam can be reduced to a minimum ; or, if desired, the surface 
areas can be so proportioned that the steam can lift the valves from 
the cylinder faces rather than press the valves on them. 

Whilst on this subject it will be as well to allude to a new type of 
valve for a compound engine, constructed by Messrs. J. and G. Rennie, 
as illustrated by Fig. 175, on the next page. This is arranged for the 
uses of high and low pressures steam at the same time ; the former first 
doing duty in the small annular space, and then performing the latter 
in the main cylinder. We have shown this view at half stroke, with the 
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transverse section over it ; but to make its utility easily to be appre- 
ciated, it is illustrated again at full stroke by Fig. 176, as all the 
arrows depicting the steam's action are shown, that can be understood 
without description. 



Fig. 175. 




Kennif's Arrangement of Double Ported Equilibiium Slide Valves, for one of the Compound 
Engines (Allen's I'ateut) titted by them in H.M.S. " Spartan" in the year 1869. 

Fio. 176. 









Rennie's Arrangement of Double Ported Equilibrium Slide Valves, for one of the Compound 
Engines (Allen's Patent) fitted by them in H.M.S. ** Spaitan" in the year 1869. 

Leaving the subject of valves, we resume that of link-motion and 
direct attention to a novel arrangement, as illustrated by Fig. 177, 
which shows that the link rods are attached to and receive motion from 
cranks and pins in the place of ordinary eccentrics, being the return 
crank motion as shown by Fig. 138 on page 151. This was fitted to a 
locomotive engine in America, and to the present has given moderate 
satisfaction. 

Another class of link-motion is shown by Fig. 178 ; this is the 
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return crank gear also, in combination with rods and levers worked by 
the main piston rod, which was originated by M. Waldegg, a German 
engineer, as far back as the year 1857 — ^illustrated on page 71— and 
since that has been rearranged, as here shown, being now termed the 
Walschaert's gear, from the name of the French engineer who 
altered it. 



engineer 



Fig. 177, 




Return Cranks, Link Motion, constructed at Palnan, U.S., n the year 1869. 
Fig. 178. 




Walschaert's Link Motion and Lever Valve Gear for Locomoiive Kngines, adopted mostly in 
Belgium during the Lnst ten years, or since the year 1860. 

The action of the gear is this : the link is hung on a pin centrally 
situated, and the lower end is in connection with the return crank pin, 
which, of course, performs the function of an eccentric. The motion 
of the link is transmitted by a block and rod to a valve-rod lever, and 
the raising and lowering of the block to the limits above and below the 
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centre pin alters the valve 'Mead" from one to the other end of the 
cylinder ; the valve-rod lever, it will be seen, is in connection at the top 
end with a block fixed on the valve rod, and at the lower end, by a rod 
to an arm on the cross-head of the main piston rod. The motion of the 
valve is therefore alone constant from the piston rod when the link 
block is on the centre of the vibrating pin, and exceptional or in com- 
bination with that of the crank pin when the block is raised or lowered . 
from the central position. 

Another novelty of link-motion must now be referred to, which is 
illustrated by Fig. 179 ; this is the toothed type worked forward and 

Fig. 179. 




Elevations of the Link fitted to the Pad lie Wheel Engines of H.M.S. "Sampson," 
by Messrs. G. & J. Rennie, in the year 1843. 

backward by a pinion that receives motion from a starting chain, as 
applied to paddle wheel, vertical direct-acting engines, as far back as 
the year 1843, by the late Gt. Eennie, Esq., F.R.S. ; and when it is 
remembered that the link-motion was invented for locomotive engines, 
by Mr. Howe, only one year before, it is evident Mr. Eennie took the 
matter in hand for marine purposes as soon as he knew of it. 

As a contrast to Mr. Uennie's quickness in this matter, Messrs. 
Smith and Stevenson's slowness can be put forward, for it was only 
until the latter end of the year 1869 that they patented the arrange- 
ment of link-motion as shown by Fig. 180, which is a copy of Mr. W. 
Robertson's ; as shown on Plate 55, that he invented in the year 1857 ; 
excepting that Mr. Smith turns the ends of the link up and down to 
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joint the eccentric rods in a line with the slide valve rod, which, by-the- 
way, is but the common slotted link connection with that evil also. 



Fig. 180. 




Fig. 181. 



Smith's Solid Straight Link Motion, having the ends of tlie Link turned up 
and down to connect with the eccentric rods, patented in the year 1869. 

Leaving the link-motion we again revert to the land engine valve 
gear, and direct attention to that illustrated by Fig. 181, which is an 
arrangement of lever motion in connection with an ordinary eccentric 
and ball-governor gears by Messrs. 
Marriott and Holt of Manchester, 
in which the ordinary eccentric 
that works the main valve, is also 
attached by a rod to a lever, 
formed with a link, while in this 
link is fitted a block, in connec- 
tion by rods with the cut-off' 
valve and the ball-governor 
sliding block, by which arrange- 
ment ihe latter valve is not only 
worked by the eccentric, but that m ^ ♦♦» l- ■ r^ 

•^ Maniott d hxponwon Gear regulated by a Bail Governor, 

travel is also regulated by the ^^ connection with common ii*oentric Gear for working 

.. p.T • . ii ti»e Cut-oft* and Main Valves of an Engine, pi\tented in 

action 01 the governor raising the the year i87o. 

block in the link. The spur gearing and worm imparts the motion 

from the crank shaft to the governor spindle, as shown in the plan 
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Fig. 182. 
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and elevation, from which views the relative positions of the link and 

rods can also be seen. 

Now if we turn to page 61 we shall see there that Mr. Marriott and 

his friend were fully anticipated in relation 
to their gear, and that their arrangement of 
valves, as shown by Fig. 182, are as those 
illustrated on page 161 by Fig. 148. 

Our purpose next is to describe and illus- 
trate an expansion gear and valve, as shown 
by Fig. 183, that has been designed by a 
Mr. Edgar, an engineer, R.N., who proposes 
an ordinary cam motion gear with a spring 
to keep the roller against the cam, as shown 
in Plate 34, but the position of the roller to 

Marriott's Valves in connection with the i ij.ji» jj J"ljii' 

. Gear, illustrated by Fig. 181, patented oc rcgulated by a scrcwcd rod and handle m 
in the year 1870. ^|^jg ^asc : thc cam-lcvcr is in connection 

Fig. 183. 





Edgar's Steam Motion Expansion Gear, in combination with the ordinary Cam Gear and Spring for 
working the Gridiron Expansion Valve, proposed in the year 1870. 
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with a tubular equilibrium steam valve that regulates the flow and 
exhaust of steam into and from a small cylinder, having a piston in it 
that is driven forward and backward as the proportions and motion 
of the valve determines : this piston has a rod fitted through it, which 
is secured at the other end to an ordinary gridiron expansion valve, by 
which connection that valve is actuated. Now the motion of the valve, 
of course, depends on that of the piston, so that if the latter is driven 
back suddenly it causes the valve to open the ports under it, and while 
the piston remains still the valve does also: on the steam being 
admitted to the other end of the cylinder the piston is reversed in 
position at once and the gridiron valve closes the ports and remains 
in that position until the piston moves back again : the whole feature 
then of the arrangement lies in the "jerking " of the piston by the 
steam, and in order to deaden the blow, a conical dash-pot, with a 
suitable piston, is situated at the extremity of the piston rod beyond 
the gridiron valve. All this, however, has been carried out before in a 
better manner, as shown by Plate 39 B. 

Before closing this chapter we will explain and illustrate a few novel 
examples of starting gears that are not shown in the plates. 

Messrs. Humphrys, Tennant and Co. have for the last ten years used 
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Huinphiys' Hand Starting Gear for raising and lowciiDg their Link MoUon for 
Screw Engines ; as used from the year 1862 to the present time. 

the arrangement as shown by Fig. 184, which consists of pinions and a 
rack motion, in connection with the usual hand wheel. This firm. 
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Fig. 185. 



although the present sole adopters of this gear, were not the originators 
of it, because Messrs. Maudslay, Sons and Field used a similar con- 
trivance eighteen years ago, but the rack was situated vertically instead 
of horizontally, as illustrated, and was arranged that the foot plate is 
level with the base of the engine as in both cases ; but in the first case the 
rack is situated at the side of the feed pump chamber and condenser, and 
in the second at the side of the slide valve casing of the engine cylinder. 
Messrs. Maudslay used one pinion only to gear with the rack, whose 
lower end was attached to the link, and thus, on turning the hand 
wheel, the effect was accomplished, while Messrs. Humphrys, to gain 
power with less speed, used three pinions of unequal diameters arranged 
as follows : centrally of the length of the feed chamber is secured a pin 
fixed by a nut on the inside end, and a tube with a pinion formed with 
it is supported on this pin ; the starting wheel is secured on the tube 
part, and thus the pin supports them both : the 
pinion gears with a small tooth wheel below it, 
which is also supported on a stationary pin fixed 
as the other above ; this wheel has formed with 
it a pinion that gears with the rack that is in 
connection with the link levers, the rack being 
kept in gear by a roller on the tube of the first 
pinion. Obviously then on the turning of the 
hand wheel, the pinion moves the tooth wheel and 
it turns the pinion in gear with the rack, and thus 
the link is shifted in the required direction — a lock- 
gear is also used that consists of a tooth piec^ 
which, when in gear with the tooth wheel, prevents 
Maudsiay's Support Pillar and [j-^ motiou in either dircctiou to shift the rack. 

Hand Gearing for raismg and 

lowering their Link Motion for The Same cffcct Can bc obtained at a 

Screw Engines; as used fiom i • • i 

the yeiir 1862 to the present chcapcr rate by mitregcarmg and a screwed 

rod, introduced by Messrs. Maudslay about 

twelve years ago, as illustrated by Fig. 185, which shows the 

vertical support pillar, pinions, and rod, in elevation ; but of course 
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this can be arranged horizontally also with the same result, as in either 
case the screw rod is in connection w^ith the link and the starting rod, 
that is actuated by the hand wheel. 

Hand power, however, is not always sufficient with engines of large 
size, because the link-motion and the slide valves are very heavy and 
cumbersome, and to overcome or shift them, steam starting gear is 
employed, as illustrated by Fig. 186, and arranged by Messrs. Maudslay. 

Fio. 18G. 




MaucUlnj's bteam Starting Gear, for raising aud lowering their Linic Motion ibr ^crew flngines ; as 
used from the year 1862 to the present time. 

This gear consists of two angular direct-acting steam engines with single 
eccentric valve gear — but link-motion gear with two eccentrics have 
been used also — and on the engine shaft there is a tooth pinion in gear 
with a tooth wheel on the starting shaft, which latter has on it a hand 
wheel also, to be used in cases of emergency ; there are also an indicating 
disc-fly wheel and stop clamps, or hand spanners, by which the direction 
of the engines are regulated. 
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Now, although that arrangement may seem clever and very efficacious, 
it has the fault of many details, which is entirely eradicated by the 
arrangement shown by Fig. 187, as introduced by Messrs. Ravenhill, 
Hodgson and Co. : here we have direct connection and action from the 
starting engine piston to the lever on the link weigh shaft, with the 



FiQ. 187. 
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Ravenhill's Steam Starting Gear, for niisiiig and lowering their Linlc Motion for Screw Engines; 
as used from the year 1862 to the present time. 

entire absence of spur gearing shafts and bearings and their attendant 
casualties. The course for the steam required to shift the pistons is 
regulated by hand gear-slide valves, by which means very little wrist 
power can start the largest engines when proper proportions are carried 
out for the starting cylinders. 
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CHAPTEE III. 

THE GEOMETRICAL PRINCIPLES OP THE ACTION OF ECCENTRICS AND LINK- 
MOTIONS, ACCORDING TO THEIR RELATIVE POSITIONS, AS APPLIED 
FOR VALVE GEARS OF STEAM ENGINES. 

Introduction. — The principles of valve-gearing mechanically change 
so much with the arrangement of the details, that calculations, unless 
relative to those circumstances, are useless. Yet with this, as a known 
fact, we have in a certain work on valve gears calculations given, in which 
all the problems of Euclid and algebraic formulae possible are involved, 
and this would not be out of place, indeed, if our working engineers were 
educated up to that standard ; but as they are not, then all the crossing 
of lines, fine writing, and symbols are lost for practical purposes, and their 
use only serves to astonish rather than instruct their readers. The 
answer to this may be, " educate your men to meet the case ;" but even 
were this possible, then those geometrical rules and calculations, in nearly 
every instance, would be useless in practice ; and *' practice," it must be 
remembered, is the main point ; in fact, the climax of all our endeavours 
and study. 

What then is required, is plain simple geometry of the same class and 
order represented as the engine is intended to be ; that is, don't put in 
supposititious events or occurrences to disturb the proper action, but 
settle first the best practical means available, and work to that only ; 
keeping in mind all the requirements for adjustment and repair. Now 
those two last features are the very things that we who are practical 
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notice first, and the very things that the heavy calculators never notice 
at all ; and why is this ? — it is the result of plain common sense, matured 
by hard study and genuine substantial thinking, against the result of 
the soaring of the aspiring imagination of those who think only to 
please themselves when in their o^vn element of self-delusion. 

Practical Preliminaries. — To begin this properly is to settle first 
the travel of the valve, next the length of the eccentric rods, then the 
form of the link, after that how to suspend it, and lastly, the kind of re- 
versing gear. Now all those four functions form valve-gear or link- 
motion, and unless their relative proportions and positions are fully 
taken into account in the geometry and calculations, false conclusions 
must occur. The travel of the valve settles the throw of the eccentric ; 
the length of the rods determines the action of the eccentric on both 
sides of the centre of the shaft ; on the form of the link depends the 
loss of motion given by the eccentrics, and the suspension of the link 
is also accountable with that ; while the kind of reversing gear affects 
the expansion duty of the link as well as the power to raise and lower 
it. But to fully explain all those particulars practically we must con- 
sider first the valve and eccentric motions and the consequences of 
certain lengths of eccentric rods. 

The illustration, Fig. 188, shows a slide valve of the most modern 
kind, in the positions for lead, full supply steam and cut-off, also the 
length of the eccentric rod and the relative angles of the eccentrics. 
Now strict attention and remembrance of the fact must be considered, 
that as the position of the piston is affected by the length of the con- 
necting rod, so will that of the slide valve be affected by the length of 
the eccentric rod ; both shaft motions are circles, and both rods are 
radii of larger circles ; and put the matter in any form, these facts are 
the same. We know that the connecting rod is a radius, whose arc, 
intersecting with the centre line of motion,. will determine a relative 
position for the piston, and therefore in no case can the angles of the 
crank be alike, when the positions of the piston are of equal distances 
from the ends of the strokes. 
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Now the eccentric's travel and rod are subject to the same cause, 
therefore the eflfect must be the sarae as already stated. Turning to 
the diagrams again for further explanation, Fig. 189 represents the 



Fig. 188. 
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Diagrams of a Slide Valve, Eccentric, and Rod, at their forward and backward positions ; for 
lead, full steam and cat-off, when the length of the Rod is 5^ times the travel, and the 
lead jjth of the same. 

Fio. 189. 





OUTSIDE tAF ^C "' 

Diagram of the positions of the Eccentric and Valre for lead (L) and cut-off (C), when the 
length of the Rod is ^ times the travel, and the lead ^ of the same. 

circle of an eccentric travel, 11 inches in diameter, the lead for the 
valve being ^ inch, outside lap 4 inches, width of steam supply opening, 
caused by the valve, 1^ inch, and length of eccentric rod only 36 
inches. Next, notice that the length of the chord intersecting at the 
parts of the circle nearest the valve, is shorter than the one opposite ; 
hence the versed sines, v v, are, in relation to that circumstance, also 
due to the radius of the circle being unalterable. The valve having an 
equal lead when the piston arrived at each end of its stroke, the points 
L L are due to the length of the eccentric rod, which determines an 
unequal position for the angle of the eccentric above, and below the 

o 
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centre line. Here it must be remembered that the eccentric in practice 
moves with the crank, and no relative alteration of angle can occur ; 
but it is essential in the present instance to assume the angles changed 
due to the length of the eccentric rod, if an even lead is required. The 
points, c c, are the angles of the eccentrics when the valve is cutting 
off the steam, and as the arc, l v, above the centre line is unequal 
to V L below opposite, so also will v c above and v c below be unequal. 
Compare next the diagram, Fig. 190, with the one just explained. 

Fio. 190. 
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Diagram of the positions of the Eccentric and Valve for lead (L) and cut-off (C), 
when the length of the Kod is 14 J times the travel and the ^ of the same. 

Here the eccentric's travel is only 3| inch, the lap 1 inch, lead J inch, 
width of opening -^ inch ; but the eccentric rod is in this case 46 
inches long, so that l v and v l are nearly equal, and c v and v c bear a 
similar comparison with each other, and make but very little difference in 
the versed sines. In Fig. 189 the lead is |th of the outside lap, but in 
this case the lead is quarter of the lap, while the versed sines, v v, also 
are nearly equal to each other. 

Fig. 19 1 is another proportion ; the outside lap is 2 inches, lead ^th inch 

Km. 191. 
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Diagram oi the jxwitions of the llccentric and Valve for lead (L) and cut-off (C), when 
the length of the rod is 7 times the trarel and the lead jgth of the same. 

or -j^^th of the lap, width of opening caused by the valve, 1 inch, 
diameter of eccentric circle, 6 inches, and the length of the eccentric rod 
42 inches. Here c v and v c are nearly equal ; while l v and v l bear 
the same relation ; also the versed sines v v. 
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It is further demonstrated by the diagram, Fig. 192, that the versed 
sines of the crank and eccentric are alike in proportion. It is seen when 



Fig. 192. 




Diagram of the angles of the Crank and connecting Rod, for an aneqaal Grade of Expansion ; 
but equal versed sines of tmvel for the Cnmic-pin and centre of the Eccentric. 

the crank has passed through equal arcs, also the eccentric, that the chords 
and versed sines axe relatively equal, but the grades of expansion, p p, 
are, of course, unequal. We shall understand this better from the 
diagrams, Figs. 193 and 194* The cranks, c c, are shown in opposite 



Fio. 193. 



Fio. 194. 
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Diagram of the angles of the Eccentric for lead 
and cut-off by the Valve, when the Cranic 
is at the left hand. 




Diagram of the angles of the Eccentric for lead 
and cut-off by the Valve, when the Ci-ank 
is at the right hand. 



directions, and the angles of the eccentrics, E e, due to the lead required ; 
when the crank in Fig. 193 is rising, the eccentric is descending, as 
shown by the arrows, and reverse in Fig. 194. Another fact is, that 
this unequal grade of expansion is also due to the connecting and 
eccentric rods being on the same side of the crank shaft, so that the 
arcs of position, for both piston and valve, are in the same direction. 
This is the fault with all direct-acting engines, and although the fault 
may be remedied by unequal laps and leads, the principle of the action 

2 
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remains the same; hence this axiom, " that if lead is equal, at each end 
of the stroke, expansion must be unequal at both sides of the piston, 
with direct-acting engines." 

Now, having shown the bane, we will produce the antidote given by 
the diagrams, Pigs. 195 and 196. This is the return-acting type of 

Fig. 195. 



DiagTHtn of the i-elative positions of the Slide Valve and 6aide>end of the piston-rod 
connecting-rod, to produce an equal lead and equal grade of expansion doling 
eacJi stroke of the piston : the lengtlis of the Eccentric and Connecting Rod being 
of the same proportion to their travels. 



Fig. 196. 



Diagram proving the application of the propoi-tions. Shown in Fig. 195 
in a reverse position. 

engine as far as the positions of the connecting-rod and slide-valve are 
affected. The arcs — not shown — of positions for the piston are equi- 
distant from the limit of the circle, c c ; the arcs passed through by the 
cranks, c c, are, of course, unequal, and those described by the eccentric 
are the same. When the fcrank is on the horizontal line, the angle of 
the eccentric is shown by the dotted line above the horizontal line, and 
as the crank on rising passes through a certain length of the eccentric 
circle, the eccentric descends through a similar distance. Now the 
length of the connecting-rod is five cranks or radii of the crank circle, 
and due to that length are the arcs of position. Decided attention 
must be given to the fact that those arcs incline in a certain direction. 
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The slide-valve is situated opposite the connecting-rod, and the 
length of the eccentric-rod e k is five radii of the eccentric circle. The 
arcs of the valve's position are thus relative, in a contrary direction to 
those for the piston* Those arcs, therefore, being proportionate, but 
in opposite directions, a relative action must be certain.*" 

LiNK-MoiiON. — ^When the link is used as a medium between the 
ends of the eccentric and valve rods, the principles just explained 
remain as before, as far as the positions of the eccentrics and length of 
their rods are effected ; but the motions of the ends of the rods, instead 
of being sliding only, have the additional movements of rising and 
falling also, or vibrating to and fro, so as to form cross-curve lines, 
which will be fully explained hereafter. 

We will now investigate the difference in the positions of the link 
when the rods are crossed, and not crossed, in order to lead up to final 
matters for correct conclusion. 

The diagram shown by Fig. 197 is a sectional elevation of a double 

Fig. 197. 




Diagram of the Link-Motion and Slide Valve, with the ficceatnc Rods crossed and 
the Link *• down/* for direct action, the Valve *• cntting-off." 




Diagram of the Link-Motion and Slide Valve, with the Eccentric Rods not crossed, 
and the Link " down " for dirwt action, the Valve ** cutting off." 



* This was explained first by the author in a lecture .at the Society of Arts in 
December, 1867. 
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ported slide-valve and portion of a cylinder to correspond with the link 
in a certain position, due to the eccentric rods being crossed and the 
crank vertical ; producing therefrom an unequal lead at each stroke of 
the piston, which, of course, should be avoided by connecting the 
eccentrics and link, as shown by Fig. 198. It will be seen also that the 
relative positions of the links and valves are entirely opposite to each 
other ; as, for example, in Fig. 197, the top of the link inclines towards 
the shaft, but in Fig. 198 it inclines towards the valve, and the move- 
ments of the crank and valve are in reverse directions also. 

The next illustration, Fig. 199, shows the link and valve midway, or at 
half stroke, when the eccentric rods are crossed and the crank vertical ; 
and Fig. 200 illustrates the same details with the rods not crossed ; 



Fig. 199. 




Diagnim of the Link-Motion and Slide Valve, with the Eccentric Rods crossed, the 
Link " midway," for dii-ect action ; the Valve at ** half stroke." 



Fio. 200. 




Diagram of the Link-Motion and Slide Valve, with the Eccentric Hods not crossed, 
and the Link " midway ** for direct Bciioa ; the Valve at ** half stroke." 

here, again, the links are oppositely situated, although the valves are 
not so. 

It will be remembered that the links in Figs. 197 and 198 were 
down, therefore we now illustrate the same valves, &c., when the links 
are up, by Figs. 201 and 202. The valves are in reverse positions, and 
the position of the link in Fig. 201 contrasts widely with that in 202 ; 
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owing, of course, to the eccentric rods being crossed in the one case 
and not crossed in the other. We next direct attention to the uniform 
positions of the links in Pigs. 197, 199, and 201, all inclining towards 
the shaft, and as a contrast, to those shown by Tigs. 198, 200, and 202, 
inclining towards the valve, which is the right way as much as the 
other is the wrong. 



KiG. 201. 




Diagram of tlie Link- Motion and Slide Valve, with tiie Iux:entric Hods crotiscd, 
and the Link ** up " ibr direct action : the Valve " catting off." 



Fig. 202. 




Diagram of the Link-Motion and Slide Valve, with the Eccentric Rods not crossed, 
and the Link *♦ np" for direct action : the Valre " cutting off." 

Adjustable Eccentrics. — Having thus far investigated the per- 
formances of the fixed eccentrics, we will now explain the duties 
involved, with adjustable eccentrics ; as, for example, in the diagram, 
Pig. 203 on the next page, the eccentric has an angular advance of 
33^° or a position C F, suitable for; a positive or forward motion of the 
crank if a lever intervenes between the eccentric and the valve. It 
must be understood, also, that the same eccentric, when situated at 
an opposite angular advance C B, holds a position appropriate to a 
negative or back motion of the crank. Hence if it be required to 
change the direction of the engine's motion, it is only necessary to 
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unkey the eccentric, slip it around the shaft, and secure its throw in 
a position C B, opposite to that of F- 

But . if ill addition to a change of direction a variation in the cut-oflF 
for the forward and back motions of the crank were demanded, subject 
to the single condition that the lead opening and lap shall remain un- 
altered, then it would be very clear that the eccentric must be slotted 
in such a manner that its centre can pass in a direct line from F to B 
instead of .following the arc F m B. By this means the throw of the 




Fig. 204. 



Diagram of an Adjustable Eccentnc's travel- 
circle, with ccnstant lead. 




Diagram of an Adjustable Eccentric's travel- 
circle, with variable lead. 



eccentric, and consequently the travel of the valve, would be reduced 
between F, the full gear forward of the eccentric, and B the full gear 
back, while the minimum value would lie at the point M midway 
between those extremes, or at the mid gear of the eccentric. When 
the eccentric is placed at /*, the ^ travel of the valve equals cf^ ; at 
f^=cf^ and at the mid gear=C M. 

Now when the lead is required to be variable, so as to make the valve 
cut-off equal on each side of the piston, the diagram. Fig. 204, illustrates 
the proceedings requisite, or where the centre of the eccentric is shifted 
on an arc instead of a straight line as before, while the figs, and letters 
of references are the same in each case. 
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Suppose next that C F, the radius of the eccentric circle, or full throw 
of the eccentric, is 2i inches : 

Then the greatest travel of valve . . . = 5 inches 

Suppose the lap . . . . . = 1 „ 

And lead opening . . • . . = f „ 

These dimensions are chosen on account of no peculiar fitness in 
their relation to one another, but merely to illustrate the effect of 
reduced travel, constant lap, and a variable or constant lead upon the 
cut-off, lead angle, port opening, and exhaust closure of a simple slide 
valve. 

With a Constant Lead opening the centre of the eccentric should be 
moved in a direct line from F to B, Fig. 203. When situated at F, 
the travel of the valve equals twice C F = 5 inches, the lap = l", and 
lead = f"; if now we mark the lap and lead on a slip of paper, and 
apply it in the usual manner, we find that 

The cut-off= 123°= 0.77 stroke. 

Tlie lead angle = 10 degrees. 

The port opening = 1^ inches. 

The exhaust closure = 146^° =0.92 stroke. 

Upon removing the centre of the eccentric from F to/' the travel 
will be reduced to twice C F* = 4". Lap and lead opening remaining 
unchanged, we find, by applying them to the 4" travel, that 

The cut-off= 106° =0.64 stroke. 

The lead angle = 14 degrees. 

The port opening = 1 inch. 

The exhaust closure =136° = 0.86 stroke. 

Since 6* is removed the same distance from B that / is from F, the 
two positions/' and b^ will give precisely the same results for opposite 
motions of the crank. 
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In a similar manner the cut-ofl^ etc., for the positions/*, 6*, and M 
may be readily found, but their mutual relation can best be exliibited by 
grouping their results in a Table like the following for — 

Constant Lead, 



£>Mseutrio'8 
FoBitionB. 


1 


i 


1 


Cut-off. 


! 
1 


bb 

a 

1 
1 


i. 

i| 

< 


ExhitUbt Olosure. 


PorB 


Deg. 
5 


Deg. 
1 


* 


Deg. 

123 


= 0-77 stroke. 


I>eg. 
10 




Deg. 

33^ 


Deg. 

146^ = 0-92 Stroke. 


/*or6» 


4 


1 


i 


106 


= 0-64 „ 


14 


1 


44 


136 =0-86 „ 


f*otV 


3 


1 


1 


71 


= 4 


25 ; 

1 


i 


67 


113 =0-695 „ 


M 


n 


1 


1 


43i 


= 0-14 „ 


43^ 1 


3 


90 


90 =i 



Again, with Variable Lead openingy diminishing from the mid gear 
towards the full gears (from f " to \") the centre of the eccentric must 
move in the arc of a circle, as shown in Fig. 204, where the points /^ /' 
are drawn a little nearer towards tlie centre of the shaft, thereby 
reducing the travel of the valve. A Table similar to the above has 
been constructed for showing the effect of the action for — 

Variable Lead, 



Eooentrio's 
Poaitioiis. 


1 


i 


Lead opening. 


Cut-off. 


3 

1 


1 
1 




Exhaust Closure. 




Deff 


1 


Ids. 


Deg. 


IX-g. 


Deg. 


Deg. 


Deg. 


ForB 


5 


i 


129^ = 0-82 stroke. 


H 


H 


27 


153 =0-945 stroke. 
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1 


t + A 


107 =0-65 „ 
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H 
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138^ = i 
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2H 


1 


A + uV 


71 =i 


24 


A + A 


66^ 


113^ = 0-7 


M 


n 


1 


f 


43i = 0-14 ,. 


43i 


f 


90 


90 =i 



From a comparison of the foregoing tables we are enabled to draw 
the following general conclusions : 
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I. That whether the eccentric centre be moved along a straight line, 
or upon an arc, the nearer its approach is to the mid gear, the cut-off 
and exhaust closure will take place the earlier ; while the lead angle 
and angular advance of the eccentric will be increased accordingly. 
IL At the mid gear — 

The port opening = the lead opening of the valve. 
Cut-off angle = lead angle of the valve. 
Angular advance = 90°. 
Hence the exhaust closes at the ^ stroke. 

III. If the port opening =0, in the mid gear, then the lead opening 
= 0, and the lead angle = 90°. The steam consequently is not admitted 
to the cylinder for either stroke of the piston. 

IV. Since the free admission of the steam depends directly on the 
area of the port opening, and this is gradually reduced towards the mid 
gear, it must be evident that the most influential element upon the 
perfect action of a link motion, or adjustable eccentric, will be this 
width of lead opening in the mid gear ; at which position it should 
equal the port opening. 

V. Whether the lead opening remains constant or varies from the 
full to the mid gear, the lead angle — or angular distance of the crank 
from the nearest centre at the moment the port commences to open for 
the admission of ^ie^xti—incredsea in magnitude from the full to the 
mid gear. At this point, if the lead opening =0, the angular distance 
becomes =90°, This condition is of course incompatible with motion, 
for the port opening being 0, no steam can enter to urge forward the 
piston ; but could this be moved to the 90^ or ^-stroke point by 
sudden independent motion, it would then be repelled by the steam 
admitted for the support of the return stroke. 

VI. To estimate, therefore, the effect of any lead on the continuity 
of the crank motion, it is necessary to know not only the width of the 
lead opening (or lead) at the end of the stroke, but also the angular 
distance of the crank (or lead angle) at the moment lead commenced. 
In other words, we must know the area of the opening and the time 
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Fig. 205. 



required to produce it. Thus with a constant lead of f inch the port 
commenced opening for the full gear when the crank was within 10° of 
the end of the stroke, but for the mid gear when the crank was within 
43^° of the same position, a portion of time nearly 4^ times greater for 
the same opening. 

The relations between travel, lap, lead, and port opening for the 
different positions F, /^, /^, M, b% b\ B of the eccentric, are con- 
veniently illustrated by a diagram, Fig. 205. 

Describe the travel-circle a' F B, lay off on both sides of the centre 

or exhaust-closure line c' C, the lap 
and lead, and draw the cut-off and 
lead ' lines. Through the various 
positions F, /^ etc., draw indefinite 
lines parallel to the central line of 
motion a' d!\ and upon these lay off 
on each side of the exhaust-closure 
line the ^ travel for the position in 
question. Thus, from c' lay oS cf d 
and c' a each equal to C F the | 
travel; from c\ & h and (? e each 
equal to C /^ and so on. Finally, 
draw the curved lines d M cP, a M^ 
a* through the extremities of the 
travels for their boundary lines. The 
resulting curves will invariably constitute the branches of an equilateral 
hyperbola, and thus we obtain a sort of travel scale expressive of the 
action of the motion at the different gears of the eccentric. 

Since for any particular case the lap absorbs a constant portion of the 
travel, as the distance I V, it is evident that in order to obtain a variable 
cut-off, we have sacrificed port opening, and consequently the travel in 
both strokes, and have reduced its excess Y dorBd^ over the lead in 
the full gears, to nothing in the mid gear : those three last diagrams and 
descriptions are taken from a new American work on valve gears. 




Diagram of an Eccentric's travel-circle in 
relation to lop, lead, and port opening, at 
various angles of the Eccentric. 
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Practical Geometry of the Link-Motion.— The first step in this 
matter is the radius of the link, which, for the slotted form, is 
produced as shown by Kg. 206. Tlie chord of the arc C, C, is the 

virtual length of the link or the 
limit that determine the positions of 
the eccentric rods and pins in the 
link which connects them together; 
this length is of no fixed rule, but 
may be from twice to thrice the 
stroke of the eccentric, as desirable 

Geometrical diagram of the formaUon of the Slotted with relation to othcr matters which 

are explained further on ; in the 
present case the length is three times the stroke. The method of 
drawing the hnk as shown is this : First draw a horizontal line termed 
the radius of the link, which length is agreed on from practical con- 
clusions in connection with the arrangement of the engine — the limits 
of this length or radius are the centre of the link and thkt of the 
crank shaft; from the latter. as a centre describe the dotted arc C, C, 
from the centre of the arc*s length ; or where it intersects with the 
radius or horizontal line, set off the points C, C, equidistant ; then draw 
the circle representing the travel of the eccentrics around the centre 
of the shaft as the centre ; draw next tangental lines intersecting at 
C, C, that represent also the eccentric rod's centre lines when thp 
eccentrics are loose on the shaft ; set off from C, C, the centres of the 
pin holes, and thus the geometry of the link is completed : after which 
the outline is merely a matter of proportion and design. 

The " loose " angles of the eccentrics are produced from using the 
length of the rods as radii intersecting with the travel circle and the 
pin holes as centres ; the length being from the latter to the centre 
of the shaft, and lines from that point to the intersections represent 
the angles required for the eccentrics when loose. 

The link being drawn, our next step is to describe its application in 
combination with its connected details, which is shown by Plate A. 
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The first complete view shows the eccentrics loose on the shaft and 
connected to the link which is midway hung or suspended on the pin 
in the lifting rod; this rod is attached at the lower end to a pin 
belonging to a block that surrounds a screwed rod, as shown in 
Plate 30. This complete view in Plate A settles also the position of the 
vertical centre line of the lifting rod, which is, it will be seen, a tangent 
to the curve or arc of the centre of the link when it and the eccentrics 
are in the positions represented. This centre line must always be 
produced as shown, from the law of equilibrium action or the central 
positions of the several working parts connecting each other, whether 
a screw- block or a lever is used to shift the link ; hence this axiom — 
the centre line of the lifting rod is a vertical tangent to the central 
curve of the link when all parts connected are midway situated. 

Thus far the position of the lifting rod is the only question settled 
by the first view, and the next view shows the position of the link 
when midway, but the eccentrics keyed or fixed on the shaft ; the link- 
end of the lifting rod, it will be seen, has shifted a certain distance 
from the vertical centre line ; the crank is horizontal and the eccentrics 
are at the angles for "lead." 

The method of determining those angles is thus: — Describe around 
the centre of the crank shaft a circle equal in diameter to the travel of 
the valve, or the radius equal to the throw of the eccentric. 

Draw the centre line of the crank at the agreed position ; ix., at an 
angle or horizontal or vertical ; prolonging the centre line through the 
circle. 

At the point of intersection opposite or outside the crank's angle or 
position, set off a dimension or distance equal to the width of the 
supply opening caused by the valve minus the lead towards the centre 
on the centre line ; and where that intersects is the starting point to 
produce the angles of the eccentrics. 

Prom this last intersection — within the eccentric circle — draw a line 
at right angles to the centre line of the crank, cutting the circle on 
each side of the line : from those cuttings or points of intersections. 
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draw lines to the centre of the circle, which lines are the angles of the 
eccentrics, and the cuttings their centres of formation at those 
angles : after which their outlines can be drawn. 

Having now determined the angles of the eccentrics, next with 
their formation-centres as centres, and the length of the eccentric rods 
as a radius, describe arcs about, and above or below — as agreed on, for 
the link's position, whether it is up or down or midway — the horizontal 
centre line. Next with the lifting rod's length as a radius, and its 
lower end's position as a centre, describe an arc, cutting the vertical 
centre line of the rod's normal position ; referred to before. 

Now this arc is the leading geometrical feature that demonstrates 
the action of the link and its position, for every angle of the eccentrics 
and crank ; and when drawing the link-motion, when the eccentrics are 
shown fixed on the shaft, the draughtsman must always take into 
consideration that arc^r^^, because through it the suspension pin passes 
forth and back, and in no other path or movement ; hence this axiom — 
the suspension pin of the link always works in an arc, the radius of 
which is the length of the lifting rod ; therefore the greatier that length 
the lesser the vibration of the link up and down. 

Knowing now what the centre of the link is subject to in this case, 
our next step is to explain how to draw it in position, as shown in 
this figure, which is very simple because the link is midway, and it is 
merely that the preceding outline is repeated ; but when the third 
figure has to be constructed, or with the link down and the piston at full 
stroke, the process is very different ; being thus :— Eepeat the formation 
of the eccentric circle and angles of the eccentrics ; set down the screw- 
block end of the lifting rod from the normal position equal to the 
length of the chord of the virtual limit of the link, which is the centre 
for the radius of the arc, through which the suspension pin moves ; 
draw next constructive arcs, with the eccentric-centres as centres, and 
the length of the rods as radii, and thus the central points of the link 
are defined. Then all that remains is to practically connect the 
link, rods, and suspension pin, and to do that best, trace tJie link from 
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either of the two preceding figures, and use the tracing as if the link 
were actually constructed, lay it on the arcs alluded to, and when the 
centres of the eccentric rods and suspension pins, all three, fit at once on 
those arcs, prick their positions through the tracing, after which the 
outline of the link can be easily drawn as before. 

Now there is no error with this method because it is the natural way 
of doing it, for all suppositions are omitted, and all actual lengths and 
circumstances are taken into consideration, exactly as the engine works 
when constructed, and that is what should be carried out in the drawing 
office in all cases. 

The remainder of the figures in this Plate and the next, B, are all 
constructed as that just explained ; and the last four, illustrate the effect 
of using a longer link, but all the other limits being constant as before ; 
and direct from that we come to Plate C, which shows not only the 
two links in various positions, but also the slide valve and cylinder 
ports of the proportions mentioned all drawn to the same scale as 
before. Here we have a more direct conclusion illustrated, because we 
not only see what the link is doing from the action of the eccentrics, but 
also the action of the slide valve in connection. 

To begin with we have drawn the two links midway situated, with 
the eccentrics keyed for lead and the crank on the horizontal line : we 
have also divided each " curved limit " of the links into five equal parts, 
but into four divisions for contrast from the extremities 0, 0, by which 
means is shown how the valve is effected by the two lengths of links 
when in those positions ; as for example, the short link, when midway, 
has shifted the valve ^ inch bare from lead, whereas the long link has 
shifted it f inch full from lead : which difference defines the results of a 
long and short link when the crank is on the horizontal line, or when 
lead is given by the slide valve. Turning next to the illustration below 
and the top one on the right hand of this Plate, we see how the valve 
is situated for lead with the link down : and the two illustrations below 
this, show that when the links are raised to division 1, the long link 
has moved the valve from lead y\th inch, but the short link only |th inch. 
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Referring next to Plate D, it will be seen that when the short link is 
raised to division 2, tlie valve has moved from lead ^th inch ; whereas 
with the long link in the SAme position, the valve was shifted ^^th 
inch. The diagrams illustrative of division 3 show the results as 
similar, because the links are suspended as much above as below the 
centre line. The same relations occur with the diagrams No. 4, which 
correspond with those shown by No. 1 on Plate C. 

"We have from those results this axiom. The length of the virtual 
limits of the link, when three times the stroke of the eccentric, actuates 
the valve better than less that length : but beyond that gauge there is 
no advantage for reversing, starting, or stopping the engine except 
under exceptional conditions. 

Now those conditions are, the length of the eccentric rods, lap of 
the valve, length of the suspension ^^^ 207. 

rod and form of the link ; but taking 
the matter in round numbers for 
every-day practice the rule given is 
a constant one for links of the form 
illustrated. 

Of course with links jointed at the 
extremities the proportion alluded to 
is entirely thrown out, as the diagram, 

"UK Ckf\iy 'll 4. Ai.^N^ Diagram showing how the travel of the Valve is 

J? Ig. ^V i , lUUStrateS. reduced from that of the Eccentrics when ihe Link 

Here it will be seen that the ex- i«Jomtedattheext,emitie«. 
treme movement of the link on the centre line of the valve's action is 
reduced, because the eccentrics impart motion to the extremities of the 
link that are situated heyond that line ; while at the same time the 
suspension point is at the lower end of the link instead of at its centre ; 
by which connection, when the link is down only, the most direct action 
is performed from the eccentric to the valve. 

Alluding next to Plate E, it will be seen that the lower half of it 
contains a series of diagrams, illustrating three examples of link- 
motion under two conditions of working : those on the left hand are 
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examples showing the difTerences in the results of suspending the link 
down and midway, when the crank is horizontal and the eccentrics 
keyed on the shaft for lead, with three links of separate radii ; of two, 
four, and six feet ; proving that the movement of the block is reduced 
in proportion as the radius of the link is increased. 

"^riie diagrams on the right hand illustrate three links of. the same 
radii, with the crank perpendicular and the eccentrics at the same 
relative angles as before, but the links up and down ; showing thereby 
the relative distances the block-pin will be shifted by those circum- 
stances of movement for the links. 

The student has now information sufficient given here to enable him 
to draw the Geometry of the Link Motion under any circumstance of 
position and proportion, by remembering the following axioms : — 

I. The radius of the link is produced from the distance between the 
centre of the block and shaft, when the eccentrics are loose on it and 
the link midway. 

II. The length between the centres of the eccentric pins should never 
be less than twice the stroke of the eccentrics, and need not be more 
than three times ; but the longer the link is proportionately, the more 
the valve can be shifted, i.e., from the positions when the link is down, 
to when midway, and from there when the link is up. 

III. The shifting of the valve by the raising and lowering of the link 
is governed mostly by the angles of the eccentrics and position of the 
crank ; as for example, the valve is moved least by the link when the 
crank is horizontal, and most when it is perpendicular, as shown by 
Plate E. 

IV. The shorticr the radius of the link the more readily the valve 
can be shifted by it, but the greatest strain on the gear is then 
incurred. 

V. Given the positions of the eccentrics, their rods must be used as 
radii to form arcs, as also must the suspending rod ; and, on the 
eccentric rod arcs, the centres of the link pins rest, with the centre of 
the suspension pin on its arc also, and thus any position for the link 
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can be found ; always remembering the length of the eccentric rods 
are equal, and the link's centres are constants. 

The application of this method is shown by Plate F, which is the 
geometrical deUneation of the performances of three classes of links ; the 
*' common slotted," the "double or single bar," and the '*end sliding 
link ;'* produced in the following manner. 

The eccentric travel circles are divided into twelve equal parts for 
each eccentric, and numbered respectively, then with the length of the 
eccentric rods as radii, describe arcs, and number them relatively, draw 
in the arc of the path of the suspension pin ; next^ with a tracing of the 
centres of the link, form the curved figures representing the motions 
of the two eccentric pins at the ends, and thus the performance of any 
point in the link can be seen and understood ; the geometry of the 
motion of the " end sUding link '' is much the same, with the exception 
that the lower end moves in a straight line where it is suspended. 

For the solid or slotted link, jointed beyond the block at each end, as 
shown by Fig. 207, on page 209, the method is exactly as explained, so 
that a repetition is not required. 

Geometrical Delineation op the Action of a Double Ported 
Slide Valve. — The geometry of this is shown by Plate G, and the 
method of producing it is thus : — set out on a line the ports and bars 
belonging to the cylinder in proportion to the dimensions agreed to, 
and on that line, which is a " face " line, those for the valve when in 
position for ** lead." Next draw the remainder of the valve, if desirable 
to make that subject clearer, from the face line. Set off as much of the 
cylinder as requisite to understand that portion, and then draw a limit 
line, from that line set off the stroke of the piston to the same scale, and 
draw another limit line parallel with the other, and between those lines 
** square " and draw the " port " and " bar " lines of the cylinder : bisect 
the limits. and draw a centre line*. Next from the '*lead" end of the 
valve set out a distance equal to the travel of the vaJve and join those 
points with a semicircle, the centre of which is joined to the *' centre 

p 2 
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line " by the half-travel line ; this last intersection is the starting point 
to construct the geometrical curve of the valve's action ; around the point 
describe a circle equal to the travel of the valve ; from the end of the 
valve draw a line, termed the ^ lead line f and where it intersects with 
the travel circle is the centre of the eccentric for '* lead " when the crank 
is vertical or at full stroke. From that intersection divide the circle into 
twelve equal parts, and from its centre describe a semicircle representing 
the half travel of the crank pin, which is divided into six parts, and 
respectively numbered as shown, with projecting lines above and below 
the half-travel line, numbered from one to twelve; then as the lead 
line 1 intersects with the projecting line 1, so will 2 and 2 intersect ; 3 
and 3, and so on to the end, as illustrated. Next, through those latter 
intersections, draw the elliptical figure shown by a thick line, and that 
line represents the proportionate movement of the valve to that of the 
piston ; as for example, when the bars A and B have returned and 
covered the ports, they cut off the steam, which point is shown to be 
39'58 per cent, of the 18-inch stroke and 43'8 per cent, of the 24-inch 
stroke of the piston ; and those bars permit exhaustion at 77*77 and 
80-73 per cent, respectively, while the bars C and D move in a corre- 
sponding direction and terminate exhaustion at the given points at the 
other end of the cylinder. 

The motive for illustrating two diagrams of two strokes of the piston 
for the same valve, is to show how the stroke of the piston affects the 
matter, and to illustrate also what must be understood to enable any 
one to design a slide valve properly ; without which understanding the 
designer is "working in the dark" and "jumping at results" over 
which he has no command. 

The amount of difference in the points of cut-off for each stroke of the 
piston are obtained from the proportions of the length of the eccentric 
and main connecting rods to their respective travels, which has been 
fully explained at the commencement of this chapter. 

Of course the diagrams shown by the plate under notice are produced 
correctly, while, at the same time, theoretically ; but as a practical 
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demonstration is always the better, we have introduced the Plate H, 
which Messrs. James Watt and Co. kindly prepared for this work 
specially at our request, in order to put this matter in as clear a light 
as possible. These diagrams are made by an arrangement of mechanism 
that produces their length to scale as the stroke of the piston and their 
heights similarly to the stroke of the valve* 

The link-motion used is the slotted kind, suspended at the centre 
and connected within the radial line at each end between the limits of 
the link as shown. The '* cut-off " lines represent the edges of the 
ports at each end of the cylinder, and the centre line bears the same 
relation to the *' lead " as in our diagram, Plate G. . The points numbered 
1, 2, 3, and 4, on the cut-off lines, refer to points on the link numbered 
the same, and show, by their connection, the points of cut-off obtainable 
with the same valve, link, length of suspension rod, and throw of 
eccentrics, when the link is down and up to Nos. 1, and raised and 
lowered to the points 2, 3, and 4, above and below the centre line for 
ahead and astern duties. 

The distances of the points, 1 above and 1 below the centre line in 
the diagram A from the ends of the same, are very unlike ; so much so, 
that the link, when down for " ahead *' movement, permits the cut-off 
above the centre line at No. 1, to correspond with No. 3 below the 
centre line and the link up to No. 3, also points 2 and 4 above and 
below are nearly duplicate in position from their respective limits. 
There is very little corresponding variation, either with the diagrams 
for astern motion with the link up at No. 1, and at the points 3 below 
and with 2 above and 4 below the centre line. 

It will be understood, therefore, that the link's positions in all those 
cases regulate the cut-off by the same valve, and that when we refer to 
numbers of points of cut-off, they correspond with the numbers of 
position for the link. Those results refer to eccentric rods six feet long 
and the link with one foot between centres of pins ; and next we come 
to B diagrams, resulting from the link being one foot six inches long ; 
where the points of cut-off are all later than with A set ; although the 
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throw of eccentrics, lap of valve, and lengths of eccentric and suspension 
rods are constant. 

C diagrams are much the best result, because the link is two feet 
between centres of pins, and the points of C/Ut-off more coincident in 
position. F diagrams also correspond pretty closely with C, for the link 
is the same length, but the rods are four feet longer, with the radius of 
the link similarly lengthened ; while J diagrams, with the same length 
of link, but twice the radius and length of rods, do not duplicate so 
nearly with C. All the remaining diagrams, of course, correspond in 
due proportion; but C shows the best result from the proportions given. 

We come next to the question of lead, knowing that in general cases, 
when the link-motion is used as an expansion gear, the earlier the cut- 
off is by the link's motion, the more lead will be given in proportion to 
the travel of the valve ; or as the link is raised to reduce the travel so is 
the lead increased. 

It will be seen on each of the set of diagrams, at their right-hand 
ends, there are two short lines above the cut-off line above the centre 
line, and on the left hand two similarly short lines below the other cut- 
off line, all four projecting towards the right-hand. Now those short 
lines indicate the points of lead for the Nos. 1 and 4 positions of the 
link, the other corresponding four having been omitted to prevent 
confusion. Observe that the lead in diagrams A and C vary very much, 
and that the lead for No. 4 cut-off is much more in C than in A, showing 
that the lead is effected mostly in the former case ; the variations in the 
leads in the other examples are less, and also so prominently represented 
that description is not requisite. It may be added that the minimum 
lead is \ inch, and the length of the main connecting rod is thrice the 
stroke of the piston. 

We direct attention next to Plates 64 and 64a, which illustrate the 
performances of link-motions and slide-valves of locomotive engines so 
completely, that our explanation of the principles in Plate C apply 
generally here also ; these plates have the addition of tabular state- 
ments of the ** workings " of the links and valves so fiilly explanatory, 
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that description is really unnecessary; but perhaps it will be well to 
point out the main features for the benefit of students, taking first 
Plate 64 into notice. The slide-valve is shown at the position for lead, 
and the points on the port line numbered 1 to 8, are the points of 
cut-oflF, while those above, relating to the inside edge of the valve, 
refer to the corresponding points of exhaustion : this plate is in itself 
the most perfect explanation of the duty of a slide-valve that can be ; 
and the profession owes much to Mr. Berkley for his kindness in per- 
mitting it to appear here ; the same acknowledgment applies also to the 
other Plate 64a, which is equally useful and easily to be understood. 

We notice next the performances of the *' straight " link-motion, as 
shown by Plate 56, the arrangement of which is, that, on the reversing 
shafb A are forged two arms B and C, on opposite sides of the shaft, 
the front arm B being connected with the valve rod D, and the back 
arm C with the link E, by means of suspending or sustaining links in 
the ordinary manner. As the arms B and C are on opposite sides of 
the reversing shaft, the vertical movements given to the valve rod, with 
the link block at its extremity, and to the link are in opposite directions ; 
and their simultaneous movements, but in opposite directions, com- 
pensate for the curvature of the ordinary link, and consequently a 
straight link is substituted, the construction of which is simpler than 
that of the curved link. 

The front arm B of the reversing shaft is made longer than the back 
one C, in such a proportion that, for any motion of the reversing shafb, 
the link E and the eccentric rods move through 3-5ths of the vertical 
space described at the same time by the link block and the valve rod D. 
On moving the gearing out of the position of midgear, shown in the 
figures, into the position of full forward gear, the link block moves 
upwards through a distance of 2^ inches, the effect of which is to give 
the valve rod an obliquity that is equivalent to shortening it up 1-lOth 
inch. But at the same time the link moves downwards through a 
space of 1^ inch, and the obliquity of the forward eccentric rod F is 
thus diminished to an ext-ent that is equivalent to lengthening it out 
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1-lOtli inch. Thus the shortening of the valve rod is exactly compen- 
sated for by the lengthening of the eccentric rod, and the valve wiU 
consequently remain stationary, causing the lead to be unaltered. 
Similarly, when the engine is thrown into the position of full backward 
gear, the same compensation takes place between the valve rod and the 
backward eccentric rod G, and the valve remains stationary. In order 
that the lead may remain constant in the same manner in the inter- 
mediate positions of gear, the correct form of the link ought to be two 
equal curves, concave towards the valve rod, having their extremities in 
the same straight line with the centre of the link, the curvature amount- 
ing to not more than about l-32nd inch, for the dimensions of gearing 
as shown. The etror arising from making the link straight, instead of 
curved in the above manner, causes therefore a total variation of not 
more than 1-3 2nd inch in the lead of the valve, and the lead may there- 
fore be considered practically constant, at the same time that the 
straight form of link has an advantage in simplicity of construction, 
and more especially in facility of repairs. 

The vertical movement of the link being 3-5ths of that of the link 
block, the total vertical movement of the link in reversing is therefore 
only 3-8ths of that in the shifting link motion ; and the vertical move- 
ment of the valve rod and link block is 5-8ths of that in the stationary 
link motion ; the length of the reversing lever is thus proportionately 
greater. The arrangement of the single rectangular bar link-motion, 
shown in the plate, is very simple, it being one bar to which the 
eccentric rods are connected, the sliding block encloses the part of the 
link it fits on, with a back-plate and set-screw for adjustment. The next 
arrangement consists of two bars of the same shape, connected by set- 
plates, bolts and nuts. The block fits between the bars, and is formed 
with flanges to ensure steadiness of position at any point. The box-link 
arrangement is formed with two bars, so shaped that, when connected, 
the block is enclosed by them, with an opening back and front for the 
rod to pass through. The diagrams show the working of this motion 
and slide valve as illustrated, in connection with the following table. 
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Diilribuium of Steam by Straight Link^Moium, 



Stroke of Piston . 24 inches. 
Oommon Slide Valve 
Outside Lap . . 1 inch. 



Inside Lap 
Steam Ports . 
Exhaust Port . 



Line and line. 

1| inch X 12 inches. 

2^ inches x 12 inches. 



Number «rKoUsh. 


LeadofSIMe. 


Tr»T«l 
of 


Steam. 


Faint of Catiing 
oft 


Eitaaust uiiens 
begins. 


Period of 
Expsnsion. 


Period or 






















Fmnt B«k 




Front 1 Back 


Vnmt 


BKk 


Frant 


Bwk 


Fnat Bwic 


Fhnt 1 Back 




Stroke. Stroke. 

1 




Stroke. Stroke. 


Stroke. 


Stroke. 


Stroke. 


Stroke. 


Stroke. Slrokb 


Stroke. , Stroke 




Inches.' lochM. 


Incbes. Inches. lacbet. 


Percent. 


Percent. 


PW cent. Per cent. 


Per cent. Her o-nt. 


Per cent. Per cent. 




,7 


A A 


H 


Jtt 


n 


75 


72 


91 


90 


16 


18 


9 ; 10 




6 


A A 


4 




u 


68 


67 


89 


87 


21 


20 


11 ' 13 


Forward 
Oear . ' 


5 


A 


A 


H 


1 


63 


63 


87 


85 


24 


22 


13 15 


4 


A 


AWe 


3A 


Jf 


56 


66 


84 


81 


29 


25 


16 1 19 


8 


A 


Abwe 


8* 


44 


46 


80 . 


77 


36 


31 


20 


23 




2 


A 


itaa 


m 


i A 


31 


34 


73 


70 


42 : 36 


27 


30 




ll 


A 


;full 


m 


A 


} 


21 


23 


65 


61 


44 38 


36 


39 


Mid Gear 


A 


' ' 


2A 


A 


10 


10 


50 


46 


40 


40 


60 


64 



The Cutting off, Exhaust, Expansion, and Compression, are given in per oentages of the stroke 
of the piston. The Lead is set equal in forward and backward full gear. The Pront Stroke 
is from the buffer plank towards the firebox. The Fore Eccentric Bod is coupled to the 
bottom of the link. 



RULES. 



Slotted Likk-Motion. 
Area of slide block pin = area of v«lv6 

rod X 1-25. 
Sectional area of each bar of link (square) 

= area of valve rod x 2. 

Thickness ofblook beyond fm'B diameter = 

pin's diameter 

5to"7 

ThicknessofBanges of block «e 

pin's diameter 

7to9 

Length of sliding block := diameter of 

pin X 2 '6. 
Distance between centres of eccentric rod's 
pins = stroke of slide valve x 2*5 to 3. 
Area of eccentrio pin » area of slide valve 
rod X 1- to -876. 



Area of eccentric rod at centre » area of 

slide valve rod. 
Width of eccentric rod at link end ^ 

diameter of pin x 1 ' 25. 
Taper of eccentric rod == ^ to f inch per 

foot in length. 
Area of securing bolts to eccentric band 

=. area of valve rod x ' 7 to • 6. 
Thickness of T head s diameter of secur- 
ing bolts. 

Solid Link. 
Area of solid link « area of slide valve 

rodx 2-7to2-J5. 
Thickness of link « diameter of valve rod 

X 1-25. 
Length of slidiiig block = width of link x 

1-5. 
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ThickneBs of block, front, back, and sides 
= width of link x -3 to -2. 

Diameter of projections ^ diameter of 
valve rod. 

Length of projection = diameter of pro- 
jection X '7 to '6, 

Width of portion secured to valve rod = 
diameter of projection x 2. 

Diameter of securing studs (3) = 
diameter of slide valve rod 
Tto"3 

EooBNTBio, Bands, Bods, Bolts, &o. 

Diameter of valve rod = diam. of piston 

rod X '4. 
Area of solid link pin = area of valve rod 

X -7 to -8. 
Area of band bolts = area of pin x *75. 
Width of band == nut across angles x 1*03. 
Thickness of boss of eccentric = 
diameter of crank shaft 
6lo8 
Thickness of rim and arms = thickness of 

boss X '75. 

r\ L\. ^ ^« rim thickness 

Depth of recess = r-;— ^ 

^ 4 to 5 

Width of rim, arms, and boss — depth of 
recess x 2 -j- width of band. 

Thickness of band, wrought iron = dia- 
meter of bolts X • 6, gun metal x '75. 

Thickness of internal brass hoop = thick- 
ness of band x * 2. 

Width of projection = width of band x '4. 

Diameter of eye of rod = that of pin x 2. 

Width of eye = width of solid link x '5. 

Area of eccentric rod at eye = area of 
valve rod x '8. 

Width of rod = diameter of pin x 1'8. 

Taper = 4 inch per foot. 

Thickness at eye = ^f^ 
width 

Thickness at band ^ thickness at eye x 1 ' 5. 

Thickness of bolt flange = diameter of bolts. | 



Stabtikq OB Bbvbbsing Gbab. 
Diameter of wheel at centre of handles =- 

2 feet 6 to 3 feet 6 inches. 
Height of centre of handle from starting 

platform = 3 feet 6 inches. 
Length of handles = 4^ to 6 inches. 
Diameter of handles at neck = i inch. 
Diameter of handles at extremity = 1^ to 

If of an inch. 
Diameter of bosses for handles = diameter 

of handle at neck x 2. 
Thickness of rim of wheel = diameter of 

handle bosses. 
Depth of rim = thickness of rim x *75. 
Width of arm at rim = depth of rim. 
Taper of arm ^ inch per foot. 
Diameter of wheel shaft = diameter of 

slide valve rod. 
Diameter of boss for shaft = diameter of 

shaft X 2. 
Diameter of weigh shaft of spur segment 

= diameter of wheel shaft x 1 ' 25. 
When two starting wheels are used the 

area of each shaft = the area for 1 wheel 

X -75. 
Ratio of pinion or worm to segment = 4 

or 6 to 1. 
Pitch of teeth in inches = diameter of 

slide valve rod x '8 to -5, using the 

latter for the greater ratio. 
Fitch of teeth of mitre wheels (gun metal) 

= diameter of valve rod x '4 to '3. 
Diameter of screw rod = diameter of slide 

valve rod x 1 * 4 to 1 • 25. 
Width of sliding block = diameter of screw 

rod X 1'5. 
Length of sliding block = diameter of 

screw rod x 2. 
Pitch of screw = diameter of screw. 
Diameter or area of link connecting rod = 

that of valve rod. 
Diameter of lever weigh shaft = diameter 

of slide valve rod x 1 '5 to 2. 
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Eeview. — We have thought it best to conclude this work with a 
review of what has been done in it, rather than do that in the preface ; 
knowing that the preface is always looked at by charlatan critics ad 
the field from which they reap their harvest of technical language^ when 
reviewing a work they can never understand ; which, while doing, is 
done with an illegitimate air of profound wisdom, so that the general 
reader may be deceivingly refreshed with the apparent draught of superior 
knowledge poured out to him. In another way, an empty critic will find 
fault with everything, and ridicule the best portion that has cost the 
most time and trouble to produce, without even oflering any suggestion ; 
and the conceit with this vacancy of knowledge is founded on the 
delusion that all critics are infallible, while it really happens often that 
the reviewer of a work knows very little of the subject, and from that 
ignorance condemns it mechanically. 

We commenced this work with the "History of the Invention of the 
Link-Motion,'* and having settled that question, the next subject we 
explained is ** The Principles of the Action of Steam- Working Valves ;" 
those are fully investigated for the benefit of the student, so that he 
can understand — if he will — the meaning of the words, lead, cut-off, 
expansion, and exhaustion. The two former terms relate to the valve, 
but the latter to the steam ; in the same chapter also is treated, at 
some length, the action of one volume of steam in the cylinder. 

Our next chapter is a matter of history combined ^vith remarks of a 
practical nature, bearing directly on the efficiency of any example 
dilated on. One great historical truth may be mentioned also, it is, 
that there has been no improvement in the link-motion since the year 
1843, and that every conceivable form of link and connections have 
been carried out since then to displace the original arrangement. 
Expansion gears have had their share of attention too, but for moderate 
speeds, nothing yet has been introduced that supersedes the cam- 
motion of 1821 ; for the shape of the cam can be made to work the 
valve quickly and slowly in the same revolution, which the eccentric 
does not perceptibly do. Valves, of course, put in, as it may be, a 
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warlike appearance against the gear, under the direction that the gear 
might be imperfect, but the valve was not, and thus one advantage was 
gained at least ; the rule there being ; cut-off by the valve's design, and 
not by the motion of the gear ; as, for example, in many cases three faces 
were introduced, all in working contact; all to be kept steam-tight, 
and all said to be required for one operation. It is but fair to our 
leading firms to say they have kept out of those extreme measures ; 
following rather the dictates of common spnse than " airy " conclusions. 

The practical method of treating all mechanical arrangements — ^and 
valves and gear in particular — is to prepare for " weju* and tear," for 
when that is omitted the downfall of the proposition soon follows as a 
matter of course. 

The best kind of slide valve for general duties is the double ported 
equilibrium ; packed at the back with a ring the same size and shape in 
outline as the fiace limits. 

The most perfect link-motion yet introduced is the arrangement with 
the eccentric rod pins in the centre of the link's width ; and when the 
link is up or down, that point is the centre of the block-pin ; by which 
means the vibration is the least, and always equal — up or down — when 
the link is suspended at the centre of its length and width. 

The present favourite expansion gear is the eccentric and slotted 
lever, in connection with a ** gridiron " or multiple-ported valve. 

Starting or reversing gears have not improved much since the year 
1862 ; whether they are worked by steam or hand power ; at the 
present period the vertical screw rod and sliding block on it seems to 
be the best for raising and lowering the link; because of the straight 
motion in the place of the arc described by a lever pin as in the old 
arrangements. 

In conclusion our endeavour has been in this work to make it 
valuabla — not from our performance in it — but rather from the facts we 
have presented, as a standard of reference to refresh the memory as well 
as to instruct the mind. 

N. P. B. 
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ADJUSTABLE ECCENTRICS AND GEARS. 



no. 
15. 
16. 
17. 
18. 



PACK 

17 

18 
19 



19 



Dodd's ** Wedge-Motion " for shifting the ec- 
centrics, to alter tho cut-off and revendng, 

invented in the year 1839 

Fenton'B Sliding-Eooentrio Valve-Gear for 
LocomotiTe Engines, introdnoed in the year 

1842 

2.5. Leigh's combined Tooth- Wheel and Eccentrio- 

Gear, for two Slide Valves for Oscillating 

Marine Engines, patented in the year 1849 . 

26. 1 Atherton*s Adjnstable Eccentric for attaining i 

27 . 1 a range of cnt-oflb with one Valve, patented > 

28.1 in the year 1850 ) 

55. Elder's Eccentric-Gt^ar for Oscillating Paddle- 
wheel Engines, patented in the year 1862 

106. Taylor's Shifting Eccentric Valve-Gear aa 

applied to a Locomotive Engine, patented in 
the year 1864 123 

107. Detait of Taylor's Shifting Eccentric, patented 

in the year 1864 123 

108. Taylor's Shifting Eccentric Valve Gear, shown 

in two positions at right angles with each 
other, patented in the year 1864 . . 
110. Lttbnitz's Variable Eccentric Expansion Gear, 
adjusted by a Sliding Clutch and Lever, 
patented in the year 1864 .... 
113. King's Bevel Gearing for shifting the Eccentric 
when used as Expansion Gear for a Range 
ofCntK>ffs, patented in the year 1864 . . 128 
118 |^^^P°^^'b Adjustable Eooentrio Gear, pro-i .or 
^,'\ posed as a Substitute for the Link-Motion, } 
1 19.) iTI^x.^ .._ *v . o^^ ^f 136 



124 



126 



131. 



132. 



posed as a Substitute for the Link-Motion, | 
patented in the year 1866 ) 

Tasker's Adjustable Eccentrics, for altering the 
travel of the Slide Valve ; to be used as an 
Expansion G^ear; patented in the year 1868 . 

Hartnell's Adjustable Eccentric, for altering 
the travel of the Slide Valve, with a radial 
Slot for the bolt ; to be used as an Expansion 
Gear; patented in the year 1868 . . . . 



148 



148 



rm. yjiot 

134. Hartnell's Adjustable Eccentric, with a straight 

Slot for the bolt, for altering the travel of the 
Slide Valve; to be used as an Expansion 
Gear; patented in the year 1868 . . . .150 

135. Adjustable Eccentric, with curved Slots in the 

Eccentric, for altering the travel of the Valve ; 
secured with two bolts and nuts ; used as an 
Expansion Gear in the year 1868, and for six 
years previously 150 

136. Ruston, Proctor and Co.'s Adjustable Eccentric, 

secured by two bolts and nuts, for regulating 
the Cut-off of the Steam by the Slide-Valvej 
as used in the year 1868, and also in 1867 . 151 

137. Robey's Adjustable Eccentric, with an irregular 

curve for the bolt, for the regulation of the 
Cut-off of the Steam by altering the travel of 
the Slide Valve ; as used in 1868, and for two 
years previously 151 

139. Randolph's Adjustable Eccentric, workad by 

SpurGkaring and a brake ; to be used either 
as an Expansion or Reversing G^ear while the 
engine is in motion; for High-pressure 
Cylinders; patented in tho year 1856 . . . J 52 

140. Randolph's Adjustable Eccentric, for Low- 

pressure Cylinders ; patented in the year 1856 153 

141. Come's Adjustable Eccentrics, shifted by Mitre 

Gearing ; to be used either as an Expansion 
or Reversing Gear; exhibited at the Paris 
Exhibition of 1867 154 

142. Turner's Adjuutable Eccentric, worked by a 

Screw, Rack, and Pinion, with Levers and 
Clutch; applied in the year 1868 . . . * 155 

143. Robey's Adjustable £2ccentric, worked by a Ball 

Governor and ** Dodd's Wedge Motion ;" ap- 
plied in the year 1868 156 



CAMS AND GEARS. 

5. Elevations of the original Cum and frame Valve- 
Gear, as introduced in the year 1820 . . 
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6. A Beriee of CSams for imparting motions to the 
Valyes of Steam Engines as used from the year 
1821 to the year 1870 11 

8. Narrow Cam and Ring Valve Gear, introduced 

in the year 1820 11 

24. Petrie's combined Gam and Eccentric Valve- 
Gear, for two Slide-Valves for Land Engines, 
patented in the year 1844 27 

85. Petrie*8 arrangement of Cam and Catch, Ex- 

pansion Valve-Gear, patented in the year 1856 88 

86. Petrie's arrangement of the Cam, Catches, 

Levers, and Rods of his Expansion Gear, 
patented in the year 1856 40 

92. Burgh's Rotary-Cam and Vertical-Motion 
Casing combined with Disengaging Gear, for 
Working, Supply, and Exhaust Steam Equili- 
brium Cylindrical Valves of Beam Engines, 
applied in the year 1862 112 

99. Burgh's Rotary Cam Motion with Expansion 
Curves for the Cam and Case, subject to the 
Lead, Cut-off, time for Expansion, the point 
of Release, and time for Exhaustion, applied 
in the year 1863 116 

162. Rose's Cam for working the Supply Valves of 

Corliss Engines, patented in the year 1869 . 171 

163. Rose's Cam for working the Exhaust Valves of 

Corliss Engines, patented in the year 1869 . 172 

CRANES, LEVERS, AND GEARS. 

2. Front elevation of Smeaton's Valve-Gear for his 

single-acting Steam Beam-Engine of 150 
nominal horse-power, made in the year 1775. 7 

3. Side elevation of Watt's Valve-Gear, and sections 

of Valve and Seating for his double-acting 
Steam Beam-Engine, made in the year 1788. 9 

4. Side and End elevations of the Valves and 

Gear, as fitted to the Cornish Steam Beam- 
Engines in the year 1820 10 

7. Crank-Pin and Stop-Valve Gear, introduced in 

the year 1820 11 

10. Melling's Slotted Lever and Connecting-rod 

motion for Valve-Gear, invented in the year 
1830 12 

11. Hawthorn's Slotted Lever and Connecting-rod 

motion for Valve-Gear for Locomotive En- 
gines, invented in the year 1838 .... 13 
13. Stephenson's Gab and Lever Valve-Gear for 
Locomotive Engines, for reversing with two 
Eccentrics, appyed in the year 1840 . , . 15 



14. Gray's Slotted Lever Gear for Locomotive En- 
gines, applied in the year 1839 .... 16 

50. Crosby's Crank Motion in the place of Eccentrics 

for working Valves, patented in the year 1860 56 

96. Burgh's Lever and Box Motion, with disen- 
gaging Gear for working the V^ves of Beam- 
Engines, applied in the year 1863 .... 114 
180. Pooock's Lever, Cam, and Spring Valve Gear, 

patented in the year 1868 147 

138. Ordinary Return Crank Motion for working 
the Slide-Valve of an Engine; most often 
used for Donkey Engines 151 

177. Return Citmks, Link Motion, constructed at 

Pahian, U.S., in the year 1869 .... 183 

178. WalschaSit's Link Motion and Lever Valve 

Gear for Locomotive Engines, adopted mostly 
in Belgium during the last ten years, or since 
the year 1860 183 

•'CORLISS" VALVE-GEARS. 

49. Crosby's •* Corliss " Valve-Gear for Oecillating 

Valves, patented in the year 1860 .... 55 

103. Inglis's *< Corliss" Valve-Gear, fitted with an 

India-rubber Spring and two Dash-pots to 
close the Cut-off Valves, patented in the year 
1863 

104. Inglis's "Corliss" Valve-Gear, with a Steel 

Spring and two Dash-pots to close the Cut- 
off Valves, patented in the year 1863 . 

105. Inglis's '' Corliss " Valve-Gear, with an India- 

rubber Spring and Twin Dash-pots in one 
casting for closing the Cutroff Valves patented 
hi the year 1863 

115. Speacer's ** Corliss " Valve^ear ; being the ap- 
plication of Atmospheric Pressure in combina- 
tion with Steel Springs to close the Cutoff 
Valves, patented in the year 1865 . . 

122. Wood's "Corliss" Valves and Gear, in elevation 
and plan, being, three distinct Valves at each 
end of the Cylinder for '* Admission, Cut-off, 
and Exhaustion," with the Corresponding 
Gear, all under the control of tho Engine 
Governor, patented in the year 1867 . 

-no jSpcncer's " Radial Escapement Gear, for work- 

147 I i"g " Corliss " and Equilibrium Valves, 
I tented in the year 1868 

155. Holcroft's Valve-Gear, with Catch-pins, Cam- 
motion Weights, and Eccentric-gear, for work- 
ing "Corliss " Valves ; patented in the year 1 869 166 
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121 



122 



130 



140 

140 
161 
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156. Holcrofk^a Arrangement of "Oarlifls'' Yalte- 
Geor to obviate the use of Dash-pots, but use 
Weights in their place ; patented in the year 
1869 167 

160. Hose's Vertical Cam Motion Gear, for working 

«' Corliss " Valves, patented in the year 1869 . 170 

161. Hose's Adjustable Spur Glaring Coupling for 

the Motion-shaft that works the arrangement 
of Corliss Valves and Gear, as shown by 
Fig. 160. Patented in the year 1869 ... 171 
164. Hose's Coiled Spring, attached to a Corliss 
Valve and Casing, so as to close the valve 
when the spindle is released ; patented in the 
year 1869 172 

DASH-POTS AND GEARS. 

115. Spencer's ** Dash-pots and Gear " . . . .130 

124. Woods' •* Steam" Buffer or "Dash-pot," for 

losing " Gridiron" Slide Valves or " Corliss" 
Valves, patented in the year 1867 .... 142 

125. Woods' "Steam" and "Air" ♦* Dash-pot," for 

closing •* Gridiron ' or •* Corliss " Valves, pa^ 
tented in the year 1867 142 

126. Woods' arrangement of •* Gridiron" Valves, for 

Admitting, Cutting-off, and Exhausting the 

• Steam with '* Dash-pot," Eccentric and Lever 

Gear for working them, patented in the year 

1867 142 

146. Spencer's Vacuum " Dash-pot " and Gear, for 
dosing *• Corliss" or other Equilibrium Valves; 
patented in the year 1868 160 

152. Inglis' ** Dash-pots," in which the Plungers are 

actuated by the Atmosphere and Oil, patented 
in the year 1868 164 

153. Inglis' <' Dash-pots," in which the Plungers are 

actuated by Steel Springs and Oil, patented 

in the year 1868 165 

159. Hose's Steam '* Dash-pot" and Gear for doeiug 

'* Corliss " Valves, patented in the year 1869 . 169 

DIAGRAMS. 

15. Howe's S)(eleton Diagram of Link-Motion when 

the Link is down and the Crank out irom the 
Valve; when the latter gives lead for the 
Steam 16 

16. Howe^s SkdetonDing^ram of Link-Motion when 

the Link is down and the Crank is in towards 
the Valve ; when the latter gives lead for the 
Steam 16 



18. 



19. 



20. 



21. 



22, 



30. 

32. 

133. 

166. 
167. 

169. 



188. 



189. 



190. 



PAG I 

Howe*s Skeleton Diagram of Link-Motion when 
the Link is midway and the Crank out from 
the Valve 16 

Howe's Skeleton Diagram of Link-Motion when 
the Link is midway and the Crank in towards 
the Valve 16 

Howe's Diagram, showing the Eccentric Rods 
crossed, instead of as in Fig. 15, but the posi- 
tion of the Crank and the Lead being, as before, 
with the Link down 16 

Howe's Diagram, showing the Eccentric Hods 
not crosstd, instead of as in Fig. 16, but the 
position of the Crank and the Lead being, as 
before, with the Link down 16 

Howe's Diagram, showing the Eccentric Hods 
crossed, instead of as in Fig. 17, the position 
of the Link and Crank being as before, but no 
admission of Steam by the Valve .... 16 

Howe's Diagram, showing the Eccentric Hods 
not crossed, instead of as in Fig. 18, tlie posi- 
tion of the Link and Crank being as before, 
but no admission of Steam by the Valve . .16 

Diagrams of the positions of the Piston of an 
Engine, at occuiTence of ** lead, cut-off, expan- 
sion, and exhaustion," with the corresponding 
indicator diagrams 5 

Allan's Diagram of his Straight-Link-Motion 
Patented in the year 1855 34 

Kenworthy's Differential Eccentric, patented in 
the year 1855 ^ 

Geometrical Diagram of an Adjustable Eccentric 
shown by Fig. 132 149 

{Geometrical Diagrams of Hackworth's Expan-] 
sion and Reversing Gkar, as arranged in the > 174 
year 1869 ) 

Diagrams of Hackworth's Single Eccentric Valve 
Gear, with a Radius Hod Parallel Motion, to 
guide the end of the Eccentric Hod, as pro- 
posed in the year 1869 176 

, Diagrams of a Slide- Valve, Eccentric, and Hod, 
at their forward and backward positions ; for 
lead, full steam and cut-ofi^ when the length 
of the Hod is 5^ times the travel and the lead 

^th of the same 193 

, Diagram of the positions of the Eccentric and 
Valve for lead (L) and cut-off (C), when the 
length of the Hod is 3| times the travel and 

the ^ of the same 193 

Diagram of the positions of the Eccentric and 
Valve for lead (Ti) and cut-off (C), when the 
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length of the Rod is I4f timea the travel and 
the j5^ of the same 194 

191. Diagram of the positions of the Eccentric and 

Valve, for lead (L) and cut-off (C), when the 
length of the rod is 7 times the travel and the 
lead Ath of the same 194 

192. Diagram of the angles of the Crank and Gon- 

nectin^: Rod, for an unequal Grade of Expan- 
sion ; but equal yerfcd Sines of travel for the 
Crank-pin and centre of the Eccentric . . 195 

193. Diagram of the Angles of the Eccentric for lead 

and cut-off by the Valve, when the Crank is 
at the left hand 195 

194. Diagram of the Angles of the Eccentric for lead 

and cut-off by the Valve, when the Crank is 
at the right hand 195 

195. Diagram of the relative positions of the Slide 

Valve and Guide-end of the Piston Rod Con- 
necting Rod, to produce an equal lead and 
equal grade of expansion during each stroke 
of the Piston : the lengths of the Eccentric 
and Connecting Rod being of the same propor- 
tion to their travels 196 

196. Diagram proving the application of the propor- 

tions. Shown in Fig. 195 in a reverse posi- 
tion 196 

197. Diagram of the Link-Motion and Slide- Valve, 

with the Eccentric Rods crossed and the Link 
'* down," for direct action, the Valve •* cutting- 
off" . 197 

198. Diagram of the Link-Motion and Slide- Valve, 

with the Eccentric Rods not crossed and the 
Link "down" for direct action, the Valve 
••cuttingoff' 197 

199. Diagram of the Link-Motion and Slide Valve, 

with the Eccentric Rods crossed, the Link 
••midway," for direct action; the Valve at 
-halfstioke" 198 

200. Diagram of the Link-Motion and Slide Valve, 

with the Eccentric Rods not crossed, and the 
Link *• midway " for direct action : the Valve 
at "half stroke" 198 

201. Diagram of the Link-Motion and Slide Valve, 

with the Eccentric Rods crossed, and the 
Link "up" for direct action: the Valve 
"cutting off" 199 

202. Diagram of the Link-Motion and Slide Valve, 

with the Eccentric Rods not crossed, and the 
Link "up" for direct action: the Valve 
•* cutting off" . 199| 



Fro. PAGM 

208. Diagram of an Adjustable Eocentrio's Travel- 
Circle, with con$tant lead 200 

204. Diagram of an Adjustable Eooentrio's Travel- 

Circle with variable lead . . . . . .200 

205. Diagnim of an Eccentric a Travel-Circlein ralatioii 

to lap, lead, and port opening, at varioot angles 
of the Eccentric .204 

nryj' f Goometry of the Link-Motion . . . . j 209 

SINGLE ECCENTRICS AND GEARS. 

9 Eccentric-Motion for Valve-Gear, introduced in 
the year 1820 12 

12. Side elevation of the Kzllingworth Locomotive 
Engine Valve-Gear, being loose Eccentric and 
fixed Stops for reversing, used from 1820 to 
1830 14 

1 9. Crampton's link-Motion for Locomotive Engines 

for reversing, invented in the year 1842 . . 20 

3d. Eenworthy's Differential Eccentric and Frame 

for Valve-Gear, patented in the year 1855 . 37 

34. Kenworthy's Differential Eccentric and Frame 

for Valve-Gear, patented in the year 1855 . 37 

40. Stewart's Straight Solid-link-Ecoentrio, Rever- 

sing Valve-Gear for Stationary Enginea, pa- 
tented in the year 1857 . 48 

41. Stewart's Curved Slotted-Iink-Ecoi ntrie Rever- 

sing Valve-Gear for Stationary Engines, pa- 
tented in the year 1857 49 

42. Stewart'sStraightSlotted-Link, Eccentric Valve- 

Gear for altering the travel of the Valve for 
Non-reversing Stationary Engines, patented 

in the year 1857 49 

43 Stewart's Straiglit Solid-Link-Eocentric, Rever- 
sing Valve-Gear, for Locomotive Engines with 
inside Cylinders, patented in the year 1857 . 51 

44. Stewart's Straight Solid-Link-Eocentric, Rever- 

sing Valve-Gear, for Locomotive Engines with 
outside Cylinders, patented in the year 1857 . 52 

45. Stewart's Straight Solid-Link-Eccentric, Rever- 

sing Valve-Gear, for Locomotive Engines 
with inside Cylinders, patented in the year 
1857 53 

53. Allen's Non-reversing Link-Eccentric Valve- 
Gear, patented in the ye&t 1862 . . . .61 

62. Pins Fink's Link Eccentric Motion and Rever- 
sing Gear ' 72 

70. The English universal Single Eccentric Motion 
and Starting Gear for Oscillating Paddle-wheel 
Engines, as used in the year 1862, and twenty 



Digitized by 



Google 



INDEX OP ENGRAVINGS. 



225 



yean previoualy, by nearly all the leading 



117 
118 



Marine Engineering Firms 85 

(Spencer's Single Eccentric Twin link-Motion 
for Reversing and for Working the Main and 
2Q« ^ Expansion Valves; also showing Section, 
I wiUi the port plate between them, patented 
( intheyear 1863 . ....... 

120. Tamer's Single eccentric Link-Motion and 
Valve-Gear, for high and low pressure com- 
bined, Marine Screw Engines, patented in 
the year 1867, and fitted to the engines put in 
the Greek Gunboat " King Geoige," by the 

Thames Iron Works Company 138 

168. Haekworth's Single Ekxsentrio Expansion and 
Reversing Gear and Valves, for Marine or 
Locomotive Engines, as proposed in the year 
1869 175 

EXPANSION GEARS. 

56. Gaird's Link-Motion« Expansion- Valve and 
Reversing Gear for Oscillating Paddle-wheel 
Engines, patented in the year 1862 ... 66 

81. Ordinary Expansion Gear and Throttle-Valve 

for Oscillating Paddle-wheel Engines, as used 
by the leading Marine Firms in the year 1862, 
and for thirty-five years previously for Side 
Lever Engines 102 

82. Ordinary Expansion-Gear for Oscillating Paddle- 

wheel Engines 103 

83. Messrs. Maudslay's Expansion-Gear and Vi- 

brating-Valve for Oscillating Paddle-wheel 
Engines, as used in the year 1862, and twenty 
years previously 104 

84. Messrs. Penn's Expansion -Gear and Sliding* 

Valve for Screw Engines, as used Id the year 
1862 106 

86. Messrs. Ronnie's Expansion-Valve Link-Motion 

worked by an Eccentric ••.... 108 

88. Messrs. Maudslay's rotary Expansion Valve- 
Gear 109 

90. Messrs. Ravenhill's Expansion Gear • . .111 

91. Messrs. Watt's Stationary-Equilibrium Expan- 

sion Valve with a revolving seating for Screw 
Engines, used in the year 1862, and thirty 

years previously Ill 

109. Ldbnitz's Arrangement of Main and Gut Valves, 
with Link-Motion and Eipansion Gear for 
working them, for Oscillating Biarine Engines, 
patented in the year 1864 125 



181. Marriott's Expansion Gear regulated by a Ball 
Governor, in connection with Common Eccen- 
tric Gear for working the Cut-off and Main 
Valves of an Engine, patented in the year 1 870 185 

183. Edgar's Steam Motion Expansion Gear, in com- 
bination with the ordinary Cam Gear and 
Spring working the Gridiron Expansion 
Valve, proposed in the year 1870 . . . .186 



LINK-MOTIONS. 

1. Williams' link-Motion, as suggested by him in 

the year 1842 2 

2. Elevations of the Original Link-Motion invented 

by W. Howe, in the beginning of the year 
1842, while in the employment of Messrs. 
Robert Stephenson and Co., Newoastle-on- 
Tyne 3 

3. Elevations and Details of Dodd's Wedge-Motion 

as fitted to No. 70 Locomotive of the Nortli 
Midland Railway . 4 

4. Elevation and Plan of Howe's Link-Motion as 

applied by Messrs. Robert Stephenson and Co. 
in the year 1842 6 

5. Arrangement of Howe's Twin Bar-Solid Link- 

Motion, invented by him, and applied to one 
of the Winding Engines at Clay Cross Works 
in the year 1847 7 

6. Detailed Views of Howe's Twin ** Solid" Link- 

Motion 7 

7. Pari; of the Side Elevation, and Part Plan of tlie 

Clay Cross Winding Engine, fitted with the 
Twin-Bar Solid Link-Motion by William 
Howe, the Inventor, in the year 1847 ... 8 

8. Detail of the Starting Gear 9 

9. Details of the Link-Motion ...... 10 

10. Adjustable Head and Block for the Twin-Bar 

Liok-Motion, invented by William Howe in 
1848 11 

11. Perspective View of Howe's Adjustable Head 

Block for Twin Solid Bar Link-Motion, made 
in 1848 12 

12. Elevations and Sectional Plan of Howe's Im- 

proved Adjustable Head and Block, Link- 
Motion, applied to a Winding Engine in the 
year 1854 , .... 13 

13. Details of Allan's straight Link-Motion, applied 

by William Howe to a Winding Engine, in the 
year 1864, at the Clay Cross Works . . 14 

Q 



Digitized by 



Google 



220 



INDEX OF ENGRAVINGS. 



Fro. 
14. 
20. 

21. 

22. 

31. 
37. 

38. 

39. 



46. 
47. 
52. 



PAGE 

Working Gear of Allan's Link Motion . . .15 

Williams* Link-Eccentric Valve-Gear for rever- 
sing engines, proposed in the year 1842 . . 22 

Howe-Stephenson's Link-Motion for Locomotive 
Engines, applied in the year 1843 .... 23 

Hawthorn's combined Link- Motion and Expan- 
sion Gear for Locomotive Engines, for two 
Slide Valves, patented in the year 1843 . . 24 

Allan's Straight-Link-Motion, patented in the 
year 1855 35 

Charlton's Double-Slotted Link-Motion, with 
Single-ported Main and Expansion Slide- 
Valves, patented in the year 1856 .... 41 

Charlton's Link-Motion for working the Main 
and Expansion Slide Valves, patented in the 
year 1856 43 

Charlton's Shifting Donble-SlottedLink-Motion, 
with Donble-portedMain and Expansion Slide- 
Valves, patented in the year 1856 



'{ 



58. 

59. 

60. 
61. 

63. 

64. 

65. 
66. 
67. 

68. 

69. 



I Stewart's Straight Solid and Slotted Links and 

( Blocks, patented in the year 1857 . 

Allen's Reversing Link-Eccentric Valve-Gear 
and Donble Valves, patented in the year 
1862 59 

Caird's Eccentric and Ring for working and 
suspending the Link, patented in the year 
1862 69 

Allen's improved Straight Link-Motion, ex- 
hibited in the International Exhibition in the 
year 1862 69 

Gooch'b Suspended Box-Link Motion and Rever- 
sing Gear, patented in the year 1862 ... 70 

Heiibinger von Waldegg's Single Eccentric, 
Fixed-Link Motion and Reversing Gear, as 
ananged in the year 1862 . , ' . . . .71 

Von Landsee's Link-Motion, with parallel sus- 
pension bars 73 

Gozenbach'a Separate I. ink-Motions with only 
two Eccentrics for working tbe double Valves 
with a Divisional Seating 74 

Meyer's Treble Eccentric Gear with Link- 
Motion for working the double Valves . . 75 

Polonceau's Twin Single Eccentric Link-Motions 
and double Valves 77 

English Link-Motion, as univci-sally adopted 
since the year 1843 78 

Messrs. Watt's Link-Motion and Starting- Gear 
for Oscillating Paddle-wheel Engines, as used 
in 1862 and for fifteen years previously . . 80 

Messrs. Dudgeon's Link-Motion and Starling 



Gear for Oacillating Paddle-wheel Engines, as 
used by them and other firms, in the year 1862 83 

71. Messrs. Watt's Link-Motion for Screw Engines, 

with Levers and a Sliding Block to raise and 
lower the Link, used in the year 1862 . . 88 

72. Messrs. Watt's Link-Motion for Screw Engines, 

with their Parallel Motion for raising and 
lowering the Link, as used in the year 1862 . 89 

73. Messrs. Penn's Slotted Link-Motion for Screw 

Engines, with Screw-Bod and Lever for raising 
and lowering the Link, used in the year 1862 90 

74. Messrs. Maudslay's Slotted Link-Motion for 

Screw Engines, with Screw-Rod and Lever for 
raising and lowering the Link, as used in the 
year 1862 92 

75. Messrs. Humphrys' Solid Link-Motion for Screw 

Engines, with Lever-Motion for raising and 
lowering the Link, as used in the year 1862 : 
but was made and applied by Mr. Nasmyth 
to a Winding Engine in the year 1852 . . 93 

76. Messrs. Ravenhill's Solid Link-Motion for Screw 

Engines, with a Screw-Rod, Sliding-Block, 
and Lever for raising and lowering the Link, 
as nsed in the year 1862 95 

77. Messrs. Dudgeon's Twin "Solid" Link-Motion 

for Screw Engines, with a Central Connection 

. for raising and lowering the Link, as used in 
the year 1862 ; but was invented and applied 
by Mr. Howe (the inventor of the Link-Motion) 
in the year 1847, to a Winding Engine now 
working 96 

Messrs. Napier's Slotted Link-Motion situated 
opposite to the Cylinders, for Screw Engines, 
with the Slide Valve Rod above the Crank 
Shaft, as used in the year 1862 .... 

Burgh's Solid Link for Screw Engines, as used 
in the year 1862 

Messrs. Maudslay's (Sell's patent) arrangement 
of Spur Gear and Stationary Link-Motion for 
three-cylinder Screw Engines, with Screw- 
Rod and Mitre Gearing for reversing, as used 
in the year 1862 99 

(117 
118 
Brown's Single Eccentric Link-Motions. . .119 
Turner's Single Eccentric Link-Motions . . 138 
Holcroft's Back-plate, Equilibrium, Expansion, 
and Main Slide Valves, worked by the Link- 
Motion and regulated by a Governor, patented 
in the year 1869 168 



78. 



79. 



80. 



100. 
101. 
102. 
120. 
157 



97 



98 



Digitized by 



Google 



INDEX OF ENGRAVINGS. 



227 



no. 
177. 1 
178.1 



Grouk-Piii Link-Motiuii 



PAOK 

I 183 
I 183 



179. Elevations of the Link fitted to the Piuidle- 

Wheel Engines of H.M.8. '* Sampson," by 
Messrs. O. & J. Rennie, in the year 1843. . 184 

180. Smith's Solid Straight Link-Motion, liaving 

the ends of the Link turned up and down to 
connect with the Eccentric-Bods, patented in 
the year 1869 185 

KOTARY VALVE-GEAR. 

55. Elder's Adjustable Valve-Gear, 18C2 ... 63 

87. Maudslay's Rotary Valve 109 

88. Maudslay's Rotary Gear 109 

89. Ravenhill's Rotary Valve 110 

90. Ravenhill's Rotary Gear Ill 

91. Watts* Rotary Valve-Seating Ill 

92.\ ( 112 

gglJBuigh's Rotary Cum { 116 

112. Edng*8 Spiral Grooved-Disc Valve-Motion, used 
as Expansion, Reversing, and Stopping Gear, 
patented in the year 1864 127 

1 14. King's Bevil Gearing for regulating the Travel 
of the Slide Valve when worked by on adjust- 
able Rotary Pin, patented in the year 1864 . 129 

141. Gome's Mitre Gearing 154 

144. French *• Whirligig " Valve-Gear, of the Marine 

Engines that gained the prize ut the French 
Exhibition of 1867 157 

145. Loomis' Mitre Gearing 159 

150. Galloway's Revolving and Sliding Motion 

Valves, and Gear, for working the Piston 
Valves, as shown in section, patented in the 
year 1868 163 

151. Details of Gallowa/s Valve-Gear .... 164 

STARTING AND REVERSING GEARS. 

69. Dudgeon*8 Starting Gear 83 

70. Single Eccentric Gear and Sliding Quadrant . 85 

184. Humphrys' Hand Starting Gear for raising and 

lowering their Link-Motion for Screw En- 
gines, as used from the year 1862 to the 
present time 187 

185. Maudslay's Support Pillar and Hand Gearing 

for raising and lowering their Link-Motion 
for Screw Engines ; as used from the year 1862 
to the present time 188 

186. Maudskiy's Steam Gear 189 

187. Ravenhill's Steam Gear 190 



VALVES. 

FIO. 1*A0F. 

8. Watts' Origmal Rack-Motion Valve, 1788 . . 9 

4. Watts' Original Rack-MoUou Valvo, 1820 . . 10 

22, Hawthorn's Double Slide Valves, 1843 ... 24 

23. Petrie's combined Main and Plate, Cutoff 

Valves for using the Steam expansively in 
the Cylinders of Land Engines, patented in 

the year 1844 26 

29. Atherton's Cylindrical, Equilibrium, Expansion 

Valve, patented in the year 1850 ^ ... 82 

gjj* I Charlton's Double Slide- Valves, 1856 . .(43 

; 48. Crosby's Oscillating, Equilibrium, Segmental 
{ Cut-off and Exhaust Steam-engine Valves, 
I patented in the year 1860 54 

51. Steele's Steam Self-acting Valve-Gear, patented 

in the year 1862 . 58 

52, Allen's Double Slide- Valves 59 

54. Elder's Multiple-ported Slide- Valves fur com- 
bined Cylinders of compound high and low 
pressure Steam-Engines, patented in the year 
1862 62 

56. Caird's Double Slide-Valves, 1862 , ... (id 
64. 1 (74 
65.[Ordinary Double Slide Valves . . . . J 7(« 
66.) • I 77 
81. Ordinary Throttle Vulve 102 

83. Maudslay's Expansion Valvo^ for Oscillating 

Engines 101 

84. Penn's Gridiron Valve 106 

85. Messrs. Rennie's Sliding- Kquilibrium, Cylin- 

drical, Perforated, Expansion Valve, Seating 
and Casing, for Screw Engines (similar to 
Atherton's, ^g. 29, page 32), used from Mie 
year 1853 to 1862 107 

87. Messrs. Maudslay's Cylindrical, Revolving-Ex- 
pansion-Valve, Seating, and Casing, for Screw 
Engines, used from the year 1840 to 1862 . 109 

89. Messrs. Ravenhill's Expantion, Revolving-Flat- 
Valve for Screw Engines, as used in the year 
1862 110 

91. Messrs. Watts' Rotary Seating 11-1 

93. Burgh's ordinary Cylindrical double-seat Steam 

Valve and Seating for Beam Engines, applied 
in the year 1862 113 

94. Burgh's nearly Equilibrium, Cy1indricaI,double- 

scat supply Steam Valve and Seating for 
Beam Engines, applied in the year 1863 . .114 

95. Burgh's Equilibrium, Cylindrical, double-scat 



Digitized by 



Google 



228 



INDEX OF ENGRAVINGS. 



riQ. PAQK 

Exhaust Steam VaWe, and Cloeed Bottom 
Gasiag, for Beam Engines, applied in the year 
1863 114 

97. Original Gomish, Equilibrium, Cylindrical, 

double-seat Steam Valve and Seating for 
Beam Engines 115 

98. Buigh's perfectly Equilibrium Twin Seated 

Cylindrical Steam Valyes for Beam Engines, 
designed and applied in the year 1863 . .115 

100. Spenoer^s double Valves 117 

102. Brown's arrangement of Cut-off and Main 
Valves, with a Single Link and Eooentrio 
Motion patented in the year 1863 . . . .119 
109. Lobnitz's Main and Cut-off Valves .... 125 
111. King's double Valves 126 

116. Jones' self-acting Valve and Gear; regulated 

by a Sliding Loose Block, termed a ^ Momen- 
tum-Sliding-Tappet," patented in the year 
1865 132 

117. Allen's Equilibrium Cut-off and Exhaustion 

Valves for regulating the Steam to and from 
the Cylinder of an Engine, patented in the 

year 1866 133 

121. Wood's** Corliss" Valves, for Admission, Cut- 
off, and Exhaustion separately, patented in the 
year 1867 139 

126. Woods -Gridiron "Valves 142 

127. Brown's Self-acting Balance Piston, Valve 

Gear (regulated by a Spring and Tappet Rod), 
patented in the year 1868 144 

128. Brown's Self-acting Balance Piston Valve Gear, 

without the Steel Spring and Tappet Rod, 
as shown in Fig. 127 ; patented in the year 
1868 146 

129. Bfown's Steam Balance Piston V&lve, fur work- 

ing a double-ported Slide Valve ; patented in 
the year 1868 147 



Kia. fAQB 

145. Loomis* ' Oscillating Cyliudrical Perforated 
Valves, worked by Mitre Gearing, Levers, 
Cams, and Springs, controlled by a suitable 
Ball Governor ; patented in the year 1868 . 159 

148. Shelmerdino's Main and Cut-off Valves, worked 

and regulated by an Eccentric and Ball 
Governor, patented in the year 1868 ... 161 

149. Shelmerdine's Main and Cut-off Valves for Long 

Cylinders, patented in 1868 162 

150. Galloway's Rotary Valves 163 

154. Holcroft's ** Corliss" Valves fur the Supply and^ 

Exhaustion of the Steam, situated together ; 
patented in the year 1869 165 

157. Holcroff s Double Valves and back-plate . . 168 

158. Holcroft's Zigzag Cut-off Valves ; proposed in 

the year 1869 168 

165. Cuthell's Patent Main and Cut-off Valves, regu- 
lated by an ordinary Ball Governor, con- 
Btmoted in the year 1869 173 

170. Dawes' Elastic Spring-plate packing for ordinary 

Slide Valves; patented in the year 1869 . . 177 

171. Dawes* Elastic-packing for Double-ported Slide 

Valves, patented in the year 1869 .... 177 

172. Gilchrist's Adjustable Cut-off Back Plate, and 

Equilibrium Main Valve for high pressure 
Engines, patented in the year 1869 . . .179 

173. Gilchrist's Equilibrium Main Valve and Back 

Plate, for Compound Engines, patented in the 
year 1869 180 

174. Ordinary Adjustable Cut-off and Equilibrium 

Main Valves for Steam Engines, applied in 
EIngland and America since the year 1865 . 181 
Retmie's Arrangement of Double Ported Equi- 1 

175. librium Slide-Valves, for one of the Com- 1 182 

176. pound Engines (Alien's Patent) fitted by| 182 
them in H.M.S. '' Spartan" in the year 1869/ 

182. Marriott's Valves, patented in the year 1870 . 186 



Digitized by 



Google 



INDEX OF PLATES. 



BEAM ENGINE VALVE GEAB. 



No. 
66. 



50. 



53. 



54. 



Hand Gear for Pumping Engine, 84 inch, diameter 
cylinder, and 10 feet etroke. Designed by William 
Howe, Clay Cross, Febraaiy 9th, 1862. 

67. Arrangementof Valve Gear of 84 inch. Cornish Engine. 

By Messrs. Harvey and Co., Hayle, Cornwall. 

68. Arrangement of Valve Gear of 80 inch. Cornish Engine. 

By Messrs. Harvey and Co., Hayle, Cornwall. 

69. Valve Gear for Vertical Direct-Acting Pumping 

Engine. Constructed by Messrs. B. and W. Haw- 
thorn. 

70. Valve Gear of a Beam Pumping Engine, 35 H. P. 

nominal collectively. By Messrs. Maudslay, Sons, 
and Field, 1870. 

71. Ordinary Equilibrum Oaiamct, for regulating the 

speed of Cornish Pumping Engines. 

72. Valve Gear for Working Double Seat Valves of 46 

inch diameter Cylinder Beam Winding Engine. 
By N. P. Burgh, 1863. 

COBLISS VALVE GEAB. 

40. Original and modem Corliss Valve Gears. 

41. Sectional Elevation of the Corliss Valve Gear and 65. 

Cylinder of the Horizontal Engine at the Woolwich 
Arsenal. 

42. Elevation of Corliss Valve Gear, and Cylinder of 

the Beam Engine erected at Saltaire. By Messrs. 
Hick, Hargreaves, and Co. 

43. Sections of the Cylinder and Valves erected at 

Selteire. 24. 

44. Liberating Gear for Corliss Valves. By Messrs. 

Spencer and Inglis. j 

45. Arrangement of the Corliss Valve Gear of the Inverted , 25, 

Vertical Engines, fitted in S. S. 100. H. P. 
nominal collectively. By J. F. Spencer, Engineer. 

46. Cylinder and Corliss Valves of the Engines, 100 H. P. 

nominal colleotively. By J. F. Spencer, Engineer. 

47. Double-Ported Corliss Valves for the Marine 

Engines, 100 H. P. nominal collectively. By 
J. F. Spencer, Engineer. 28. 

48. Belcase Connecting Bod for Corliss Valves. 



No. 
49. 



Arrangement of Corliss Valve Gear for a Horizontal 
Engine Cylinder, 18 inch Diameter, stroke of 
piston 4 feet. By B. Doughs, Engineer, Kirk- 
caldy. 

Valve Gear for Corliss Engines. Douglas and 
Grant's patent, as made by Robert Douglas, Dun- 
nikier Foundry, Kirkcaldy, N. B. 

Details of Douglas and Grant's patent Cut-off Gear 
for Corliss Engines. 

A Sectional Elevation of Corliss Valve3 and Chambers. 

Arrangement of Corliss Valve Geur fitted to a 
Horizontal Direct Acting Engine. By Messrs. 
J. and E. Wood. 

GOVEBNOR GEABS AND VALVES. 

Arrangement of Flat Slide Valves, Separately Situ- 
ated for the Supply and Exhaustion of the Steam 
and Governor Gear, to regulate the Cut-Off. By 
Messrs. J. and E. Wood. 

Elevations of the Engine shown by Plate 53. By 
Messrs. J. and E. Wood. 

Arrangements of Expansion Slide Valve, and Vari- 
able Gears for Stationary Engines. 

MARINE EXPANSION GEABS. 

Arrangement of Expansion Gear for Engines of 160 

H. P., as fitted for the B. S. N. Co. By Messrd. 

J. Penn and Sons. 
Expansion Gear of the Engines fitted in S.S. 

*' Neera," 180 H. P. nominal collectively. By B. 

and W. Hawthorn. 
Expansion Gear of the Engines fitted in S.S. 

" Orphee " 45 H. P. nominal collectively. By B. 

and W. Hawthorn. 
Expansion Gear of the Engines fitted in W.S. M. S. 

''Columbian,** 300 H.P. nominal collectively. 

By Mr. C. W. Jaf&ey, for Thomas Richardson 

and Sons. 
An Arrangement of Expansion Gear. By Mr. C. W. 

JafiErey. 



Digitized by 



Google 



230 



INDEX OF PLATES. 



No. 

33d. Expansion Gear for Oscillatiug Engines. By 
Messrs. Bfaudslay, Sons, and Field. 

3Sb. General Cam-Expansion Gear for Oscillatiog 
Paddle-Wbeel Engines, 250 H. P. nominal col- 
lectively, 1870. 

34. Arrangement of Expansion Gears as fitted by Messrs. 

Ravenhill, Hodgson, and Go. 

35. Arrangement of Expansion Grears as fitted by Messrs. 

Bavenhill, HodgsoD, and Co. 

36. Arrangement of Expansion Gear for Marine Screw 

Engines, as used, in the year 1870. 

37. Expansion Valves and Gear for Screw Engines. 
37a. Expansion 'Gear fitted in S.S. **Abden,** .500 H.P. 

nominal collectively. By Mr. John Key, Kirk- 
caldy. 

38. Bevolving, Seating, and Stationary Cylindrical Ex- 

pansion Gear. By James Watt and Co. 
89. Armngement of Expansion Gear fitted in S.S. 

*<Charkieh and Dakalieh," 350 H.P. nominal 

collectively. By Messrs. J. and G. Bennie. 
39a. Expansion Gear fitted in H.M.S. •* CoUingwood/' 

400 H. P. nominal collectively. By Messrs. J. 

and G. Bennie. 
39b. Arrangement of Expansion Gear and Valve for 

Vertical Inverted Engines, 200 H.P. nominal 

collectively. By Messrs. J. and W. Dudgeon. 
39c. Spnr Wheel Valve Gear for Three Cylinder Screw 

Engines of 700 H. P. nominal collectively. By 

Messrs. Mandslay, Sons, and Field. 

MARINE REVERSING GEAR. 

1. Reversing Gear of the Engines fitted in H.M.S. 

"Arethusa," 600 H. P. nominal collectively. By 
Messrs. John Penn and Son. 

2. Reversing Gear of the Engines fitted in H.M.S. 

^'Northnmberland," 1,850 H.P. nominal collec- 
tively. By Messrs. John Penn and Sons. 

3. Portion of Reversing Gear of the Engines fitted in 

the S.S. " Roma and Venetia," 900 H. P. nominal 
collectively. By Messrs. Maudslay, Sonn, and 
Field. 

4. Portion of Reversing Gear fitted to Engines 400 

H. P. nominal collectively. By Messrs. Hamphrys 
and Tennant. 

5. Portion of Reversing Gear of the Engines fitted in 

the Turkish Frigate ** Sultan Mahmoud," 900 
H. P. nominal collectively. By Messrs. Raven- 
hill, Hodgson, and Co. 

6. Reversing Gear of the Engines fitted in H.M.S. 



No. 

" Enterprise," 160 H.P. nominal collectively. By 
Messrs. Ravenhill, Hodgson, and Co. 

7. Reversing Gear fitted in the Royal MaU S.S. 

. "Ruahine." Twin Screw Engines, 860 H.P. 
nominal collectively. By Messrs. J. and W. 
Dudgeon. 

8. Reversing Gear fitted in the S.S. ** Mary Augusta." 

Twin Screw Engines, 800 H. P. nominal collec- 
tively. By Messrs. J. and W. Dudgeon. 

9. Portion of Reversing Gear of the Engines fitted in 

H.M.S. *' Research," 200 H. P. nominal collec- 
tively. By Messrs. James Watt and Co. 

10. Portion of Reversing Gear fitted in S.S. '' Medusa 

and Triton." Twin Screw Engines, 200 H.P. 
nominal collectively. By Messrs. James Watt 
and Ca 

11. Reversing Gear of the Engines, 70 H.P. nominal 

collectively. By B. Napier and Sons. 
13. Steam and Hand Reversing Gear of the Engines 
fitted in S.S. **Periere" and "Ville de Paris," 
800 H. P., nominal collectively. By Me8.srs. R. 
Napier and Sons. 

16. Portion of the Steam and Hand Reversing Gear of 

the Engines fitted in H.M.S. ** Hector," 800 H. P. 
nominal collectively. By Messrs. R. Napier and 
Sons. 

17. Reversing Gear of the Engines fitted in the Danish 

Armour-Cased Cupola Iron Ship, " Rolf Krake," 
235 H. P. nominal collectively. By Messrs. R. 
Napier and Son. 

22. Reversing gear fitted in H.M.S. *' Abyssinia," 200 

H. P. nominal collectively. By Messrs. J. and 
W. Dudgeon. 

23. Reversing Gear of H.M.S. "Spartan." By Messrs. 

J. and G. Rennie. 

24. Reversing Gear of the Engines fitted in S.S. *• Neem," 

180 H.P. nominal collectively. By R. and W. 
Hawthorn. 

25. Reversing Gear of the Engines fittted in S.S. 

''Orphee," 45 H.P. nominal collectively. By 

R. and W. Hawthorn. 
29. Reversing Gear of the Steeple Engines fitted in S.S. 

"Falkland." By Messrs. Mautlslav, Sons, and 

Field. 
80. Reversing Gear of Twin Screw Engines. 200 H.P. 

nominal collectively, fitted in S.S. "R. N." By 

N. P. Bmgh. 
32. Reversing Gear for Link Motion or Twin Screw 

Engine fitted in S.S. " R. N.," 200 H. P., nominal 

collectively. By N. P. Burgh. 



Digitized by 



Google 



INDEX OP PLATES. 



2Zl 



No. 

38a. Heverdng Genr for Osdllaiing Paddle-Wheel En- 
gines of 250 H. P. nominal collectively, 1870. 

88b. Reversing Genr of Oscillatino: Engines of 200 H.P. 
nominal oollectively. By Messrs. J. and.W. 
Dadgeon. 

38o. Reversing Gear for Oscillating Engines, 120 H.P. no- 
minal collectively. By Messrs. James Watt and Co. 

37a. Reversing Gear fitted in 8.8. ** Abden," 500 H. P. 
nominal collectively. By Mr. John Key, Engineer, 
Kirkcaldy. 

39a Spnr Wheel Valve Gear for Three Cylinder Screw 
Engines of 700 H.P. nominal oollectively. By 
Messrs. Maudslay, Sons, and Field. 

47. Reversing and Starting Gear. By J. F. Spenoer. 

MARINE LINK-MOTION. 

1. Liiik-Motion of the Engines fitted in H.M.S. 

" Aretliniia," 500 H. P. nominal oollectively. By 
Messrs. John Penn and Sons. 

2. Link-Motion of the Engines fitted in H.M.S. '' North- 

nmberland," 1350 H.P. nominal collectively. 
By Messrs John Penn and Sons. 

3. Link-Motion of the Engines fitted in the S.S. '' Roma'* 

and ** Veuetia," 900 H. P. nominal collectively. 
By Messrs. Mandslay, Sons, and Field. 

4. Link-Motion fitted to Engines, 400 H. P., nominal 

collectively. By Messrs. Hnmphrys and Tennant. 

5. Link-Motion of the Engines in the Turkish Frigate 

" Sultan Mahmond,*' 900 H. P. nominal collec- 
tively. By Ravenhill, Hodgson, and Ca 

6. Link-Motion of the Engines fitted in H.M.S. '* Enter- 

prise," 160 H. P. nominal collectively. By Messrs. 
Ravenhill, Hodgson, and Co. 

7. Link-Moiion fitted in the Royal Mail 8.8. '' Ruahine," 

Twin Screw Engines, 350 H. P. nominal oollec- 
tively. Bv Messrs. J. and W. Dudgeon. 

8. Link-Motion fitted in the 8.S. "Mary Augusta.'' 

Twin Screw Engines, 300 H. P. nominal collec- 
tively. By Messrs. J. and W. Dudgeon. 

9. Link-MoHon of the Engines fitted in H.M.S. 

" Research," 200 H. P. nominal collectively. By 
James Watt and Co. 

10. Link-Motion fitted in S.S. •• Medusa and Triton," 

200 H. P. nominal collectively. By James Watt 
and Co. 

11. Link-Motion of the Enorlnes, 70 H.P. nominal 

collectively. By R. Napier and Sons. 

12. Link-Motion of the Engines, 70 H.P. nominal 

collectively. By Messrs. Napier and Sons. 

13. Portion of Link-Motion of the Engines fitted in 6.8. 



No. 

"Peri^re" and "Ville de Paris," 800 H.P. 
nominal oollectively. By Napier and Sons. 

14. Link-Motion of the Engines fitted in 8.8. *' Peri^re " 

and'^yUIe de Paris," 800 HP. nominal oollec- 
tiyely. By Napier and Sons. 

15. Main details of the Link-Motion of the Engines 

fitted in 8.8. "Perifere" and -Ville de Paris," 
800 H. P. nomimal collectively. By Napier and 
Sons. 

16. Link-Motion of the Engines fitted in H.M.S. 

•♦Hector." 800 H.P. nominal oollectively. By 
Napier and Sons. 

17. Link-Motion of the Engines fitted in the Danish 
■ Armour-Cased Cupola Iron Ship, " Rolf Kiake," 

235 H.P. nominal oollectively. By Messrs. R. 
Napier and Sons. 

18. Link-Motion fitted in 8.8. •* Edinburgh." Inverted 

Compound Engines, 250 H.P. nominal collectively. 
By Messrs. Laird Brothers, Birkenhead. 

19. link-Motion of tiie Engines fitted in 8.8. '' Dublin," 

70 H.P. non^inal oollectively. By Courtney, 
Stephens, and Co., Dublin. 

20. Arrangement of link-Motion for Engines of 160 H. P., 

as fitted for the R. 8. N. C. By Messrs. J. Penn 
and Sons. 

21. Modem Solid Link-Motion. By Messrs. Hnmphrys, 

Tennant,.and Co., 1870. 

22. Link-Motion fitted in H.M.8. '* Abyssinia." Twin 

Screw, 200 H.P. nominal collectively. By. J. 
and W. Dudgeon. 
2.3. Link-Motion of H.M.8. " Spartan." By J. and G. 
Ronnie. 

24. Link-Motion of the Engines fitted in 8.8. **Neera." 

180 H.P. nominal collectively. By. R. and W. 
Hawthorn. 

25. Link-Motion of tiie Engines fitted m 8.S. *<Orphee," 

45 H.P. nominal collectively. By R. and W. 
Hawthorn. 

26. Link-Motion of the Engines fitted in W.I.M.8. 

"Columbian," 300 H.P. nominal collectively. 
By G. W. Jaffrey, for Thomas Richardson and Sons. 

27. AdjuRtable Link and Connections of the Engines 

fitted in W.I.M.8. '* Columbian." 

28. An Arrangement of Expansion Gesx. By. Mr. G. 

W. Jaffrey. 

29. Link-Motion of the Steeple-Engine fitted in S.S. 

** Falkland." By Maudslay, Sons, and Field. 
80. Link-Motion of Twin Screw Engines, 200 H. P. 
nominal collectively, fitted in 8.8. ''R.N." By 
N. P. Burgh. 



Digitized by 



Google 



232 



INDEX OP PLATES. 



No. 

31. Details of Link- Motion of Twin-Screw Engines 

fitted in S.S. " R.N.," 200 H.P. nominal collectively. 
By N. P. Burgh. 

32. Details of Revei-sing Gear for Link-Motion of Twin- 

Screw Engines fitted in 8.8. "B.N..* 200 H. P. 
nominal collectively. By N. P. Burgh. 

33. Link-Motion for Engines, 400 H. P. nominal collec- 

tively, having a solid link and central connection 
for the Ecceniric Rods. Invented by N. P. 
Burgh, in the year 1862. 

33b. Arrangement of Link-Motion of Oscillating Engines 
of 200 H. P. nominal collectively. By Messrs. J. 
and W. Dudgeon. 

33o. Link-Motion fo; Oscillating Engines, 120 H. P. nomi- 
nal collectively. By Messrs James Watt and Go. 

47. Link-Motion. By J. F. Spencer. 



LOCOMOTIVE LINK-MOTION. 



55. 



Tho Solid Link-Motion of the Locomotive " King- 
OoiV' Ardrossan Railway. Gonstmcted by 
William Robertson, 1851. 

56. Arrangementand Motion Diagrams of Allan's Straight 

Link-Motion as applied to Locomotive Engines. 

57. Allan's Straight Link-Motion, ditto. 



No. 



59. 



58. Arrangement of Link-Motion, for a Locomotive. Con- 
structed fay Sharp, Stewart, and Co., Limited, 1867. 
Arrangement of Link-Motion, &c., of a Goods 

Locomotive. Constructed by Messrs. Dubs and 

Co., of Glasgow, January, 1868, for the G.I.P.R. 
Arrangement of Link-Motion, &o., of a Passenger 

Locomotive. Constructed by Messrs. Dubs and 

Co.. of Glasgow, January, 1868, for the G J.P.R. 

G. Berkley, Esq., Engineer. 
61. Details of Link-Motion and Reversing Gkar for 

Tank Locomotive Engine. Constructed by Messrs. 

Kitson and Co., Leeds, for the GJ.P^B. G. 

Berkley, Esq., Engineer. 
Reversing Gear for Goods Engine for the G.I.P.R. 

G. Berkley, Esq., Engineer. 
Allan's Link-Motion as applied by J. H. Beattie, Esq. 

L. & S.W.R., 1870. 
68. Illustrations of Curved and Straight Links, as used 

from the year 1842 to 1870. 
64. Valve Diagram and Arrangement of Link-Motion 

for Goods Engine, for the G.I.P.R. G. Berkley, 

Engineer. 
64a. Valve Diagram and Arrangement of Link-Motion 

for Locomotive Engine for the G.I.P.R. G. 

Berkley, Esq., Engineer. 



6lA. 



62. 



GEOMETRY OP LINK-MOTION AND SLIDE VALVES' ACTION. 



64. Valve Diagram and Arrangement of Link-Motion for 

Goods Engine, for the G.I.P.R. G. Berkley, 

Engineer. 
64a. Valve Diagram and Arrangement of Link-Motion 

for Locomotive Engine for the G.I.P.R. 

G. Berkley, Esq., Engineer. pack 

A. Geometry of the Link-Motion, by N. P. Burgh . 206 

B. ., ,, ,, . 208 

C. , , , , 11 • 208 



D. Geometry of the Link-Motion by N. P. Burgh . 209 

E. ,, ,, ,, 209 
P. Geometry of the Vibration of the Link, by 

N. P. Burgh 211 

G. Geometrical Delineation of the Action of the 

Slide Valve and Link-Motion, by N. P. Buigh 212 
H. Geometrical Delineation of the Action of the 

Slide Valve and Link Motion, by Messrs. 

James Watt and Co 213 



li>m)Ok: pRnrricD sr wilmam crjowRB axd aeon, stamtord flTKKitT akd cnAKiKo cRnn. 



Digitized by 



Google 



LINK MOTION AND PORTION OF REVERSING GEAR OFTHE ENGINES 
FITTED IN H.M.Sl'ARETHUSA" 500 H>. NOMV COLLy 
BY MESS?f JOHN PENN & SON. ^ 







'^'iWrff.^'.'* '.»^, 



£ fc. F/N Spon. 48, ChariT\4 Craui Lonikm 



Digitized by 



Google 



B«A«2 



UNK MOTION AND REVERSING GEAR.OfTNE ENCINES htteo in H.M.S.NORTHUMBERLAND 1350 H>. NV COLLY 

BYMC88"? JOHN PENN A SON. 




"E kY.Ji Spon, 43, Cluinng Gpo«s, Lsndon 



Digitized by 



Google 



Plato2 



UNK MOTION AND REVERSING GEAR.OFTME EJUCINES htteo in H.M.S.NORTHUMBERLAND 1350 K>. NV COLLY 

BYMC88"? JOHN PENN A SON. 




END ELEVATION 
OF ECCEfkTRICS. 



IL ic FTI Spoa 43, Charm^ Gro«s, London 



Digitized by 



Google 



LINK MOTION AND PORTION OF REVERSING GEAR OFTHE ENGINES 
I FITTED IN THE S.S?ROMA" «i"VENETIA" 900 K>. NOMV COLLY 



BY MESS?» MAUDSLAY SONS 8e FIELD. 




W P.Burgn l>»rex 



E Sc} 1^ •'^r-ii. •*?. ChariT^ Crons L:>ndon 



Digitizr-- ^^^^^'^ 



Digitized by 



Google 



Bate 4- 



UNK MOTION AND PORTION OF REVERSING GEAR. FITTED TO ENGINES 4-00 K> NO MV COLLY 
I BY MESS?? HUMPMRYS & TENNANT. 




E icTVBpon 48, Chami4 Qjom. London 



Digitized by 



Google 



LINK MOTION AND PORTION OF REVERSING GEAR OFTHC ENGINES 

FITTED IN THE TURKISH FRIGATE ''SULTAN MAHM0UD'*900 \P. NOM<r GOuIy 

BY MESSRS RAYENHILL, HODGSON & C9 







-=c3 



(=1 — c 



m-^_ 






t rPBurjXIhTgx. 



£ &Flf Spon. 48, UharinI CxoM.Laadan 



Digitized by 



Google 



Hau6. 



LINK MOTION AND REVERSING GEAR OFTHE ENGINES FITTED IN H.M.S''ENTERPRISE" I60« H*. NOMV COLLY 

BY MESSRS RAVENHILL. HODGSON St C9 




^ 



J 



•^ 



T. »cTV Sjwn, 4fl. Qxarin^ Gco«».L««ion 






Digitized by 



Google 



Plate 7 



LINK MOTION AND REVERSING GEAR 
r(TTCo m THE ROVAL-MAtL.S.S'.'RUAHINE"TWIN SCREW ENCtRES.350 K>. NOHV COLLY 

BY mess?*:j tcw. dudgeon. 



^ m ' ' I f^ rS 



l-^s- - -SHE^ 






y 



m 




£ fc.F,N Spon 48. Quuwl GraM.Loivian 



Digitized by 



Google 



■yiaic a 



LINK MOTION AND REVERSING GEAR. 

FITTED IN THE SSVkIARY AUCUSTA"TWIN screw engines 300 IP. NOMV COLllr 

BY MESS?^ J & W. DUDGEON. 




E&.IV Span. 48. Ouinn^ UcoM.London 



Digitized by 



Google 



TXAVUS 




T.kTV 3pon. 48, Qu»rm4 Cjcom. Lor.don 



Digitized by 



Google 



R^xtflQ 



LINK MOTION AND PORTION OF REVERSING OEAR. 
FITTED IN S.S!'M>eDUSA"AN0"TRIT0N7 TWLN SCREW ENGINES, 200 W>. NOMV COLLY 
BY MESS?? JAMES WATT & C9 



^^ 




UP.BurihDireJc 






£SiF.NSpon,4£^Qtann4 CtoMwLta^on 



Digitized by 



Google 



Plwuuall 



LINK MOTION AND REVERSING GEAR OFTHE ENGINES, 70 \P. NOMV COLLY 

BY R . NAPIER 8t SON. 




uigiiizea uy x^_j x^^^pt i\^ 



Digitized by 



Google 



Plat«12 



LINK .MOTION of the ENGINES 70 hP. NO M,»r COLLY 
BY MESS?? NAPIER & SOr 




1^ 






U^ 







Z ic-IH 9j.uii. *8, ChArm4 G»*6,Lorjdon 



Digitized by 



Google 



PWel3. 



STjWiLLEDE PARIS" 800 H> NOMV COLLY 





ALF FRONT ELEVATION. j HALF BACK ELEVATION. 



ScaZt' ^ M^Jiy ="^JhoV. 



sRfJb' 



A k. 



Digitized by 



Google 



LINK MOTION AND BACK BA LAN CE, OF the ENCI N ES. 
FITTED INS. S?PERIERE"and'*VILLE DE PARIS" 800 H». NOM^ COLLY 
BY MESS?? NAPIER & SON. 




£lcFllS^.48,Qji: :4. Cx<Ms.l<»ion 



uigiiizea uy ' 



Digitized by 



Google 




P.Bur^ 



Vm^ k/lkccmd^ llkA^CkA^mm^ 



L StF Il.Sfcr 48, (iuiru>|i rjt)M London 



uiy i iizeu uy vIjCA^ V iC 



Digitized by 



Google 



Plax^ie 



LINK MOTION & PORTION OF THE STEAM A HAND REVERSIN C -GEAR OF THE ENGINES. 
FITTED IN H.M.S:HECT0R*; 800 H>,N0M%C0LLY, , BY MESS«? R.NAPIER & SON. 




liP.Burib.l)trcc. 



LtF'NSjKai,48.Qui.in4 CioMli.-i.- 



Digitized by 



Google 



Platel7. 




E fcFU Sjjon 48, Qiarm^ Qvm Lonion 



Digitized by 



Google 



ENGINES. 250 \P. NOM»r COLLY 



PWe 18 




FKrlZIOTH 



-w. -t^.-.. 



"i 



?■:»'.< 



^ 



DETAIL or lJnK BLOCK 



38 




Digitized by 



Google 



PlaiftlS. 



r 



N S.SVDUBUNV 70 ^ COLLT 



""" '°'Z iVss-"o-"^: -°.p:,.»S . C, OUBU,». 




V.rwej^iSv'^*'*^™*^^*'™*^^*^ 



Digitized by 



Google 



Rate 20 



ARRANGEMENT OF LINK MOTION & EXPANSION GEAR FOR ENCINESoF 160 H>.as fitted for the R.S.N.C? 

BY MESS?? J.PENN «c SON. 




NP.BuriKDiMoc 



£ &.F1T SjTun, 48, Qtarmi Cress. Landon 



Digitized by 



Google 



Plate 21. 




uiymzuu uy ^^-j < v^^^ "^iv^ 



Digitized by 



Google 



■pla^ 



22 






F\TT€0 







Digitized by 



Google 



Plax«23. 




Digitized by 



Google 



Plaf 24 




& 



SECTION i)F VALVES. 




Vi^.Bur^DircK. 









>r-^ '^ ' y .^N^ r?^^T,^^^/^<^^^M-^^.^^^;i^^^^^^ 

|,^. ^.4^^-./ ; .a^^wi«r..j&'. //4^ 




.^W»7^i4f«aM^ M<7^^jAt^iU>n j 



Digitized by 



Google 



Tlaxe 25. 




Digitized by 



Google 



Digitized by 



Google 



Pliae27 



ADJUSTABLE LINK, AND CONNECTIONS OF THE ENGINES, FITTED IN W. I . M . S ."COLUMBIAN 



'^'^'^^ _ _VV , JfL^i!^. 




N^.BurjKDirex- 




E StFU Sp' n, 48, Charing Ccom. Lcjrlon 



uigmzeo uy "v_j v.^v^pc iv^ 



Digitized by 



Google 



AN ARRANGEMENT Or EXPANSION GEAR. BY M» G .W. JAFFREY. 




//t 



SIDE ELEVATION 

ScaJU ^ JncK "IFhot 



I £ccentrio Rocb 



I 



h H M H K.aJa 



aFut 



I 



-^ 



2^^^^ 



rr - rrTTT 



gtq^i^: 



W- 



"TTF 

PLAN. "* I 



3= 




SLIDE VALVES Of THC E N GlIN £5 fjtted in W I . M S 'COLU W BIAN" 







H^.^^V. 



L &. if N Spon 48. C3«m>4 Cro««, Lottion 



Digitized by 



Google 



Plate29. 



LINK MOTION & REVERSING GEAR OF THE STEEPLE-ENGINE fitted in S.S. FALKLAND? H> NOM>r, COLLY, 



I 



BY MESS9* MAUDSLAY SONS & FIELD. 



IIIIHIIIIHIIIIIIIIIIIIIIIIIIIII11 



.-£= 



^^S 



— ^ — 



SECTIONAL END ELEVATION. 




E bEK Spon, 48, Ckarini Ccau.LcBdci\ 



Digitized by 



Google 



Plaxje30 




r v r >! %^A 1' a»n--.r4 Cfott L^-.Li 



iGoogIt? 



Digitized by 



Google 



PlaXieSI 




£ IbF H 9p^. 46^ Chorml aoM.Lai^ 



Digitized by 



Google 



Plate 38 




Digitized by 



Google 



Plau33 



LINK MOTION FOR ENGINES 400 H>. NOM^COLLY, 
HAVING A SOLID LINK & CENTRAL CONNECTION FOR THE ECCENTRIC-RODS. 
INVENTED BY N.P. BURGH, IN THE YEAR 1862. 



NPBuriKBin 







£ h-TVOfoti, 48. Quinx4 GcoM.Laaaon 



Digitized by 



Google 



Plate SSa. 




Digitized by 



Google 



ARRANGEMENT OF LINK MOTION A REVERSING GEAR OF OSCIUATINC ENGINES OF 200K>.N0MV GOLLY 

BY MESSiJt? ^ ft W. DUDGEON. 














:t 









I 


M 


^*«*«ir fV: 




s 



rj.^i 



^:^c 



^- 



5--'.; 



3 



--^4fflfc^i- 




--^--'t* »- 




£E3Efc 







-+-+at- 






o »-^ 



J^ 



yPJacj^Uairtt. 



E A,r.N.Soan.4a Oiarmrf finvui.Tuandan. 




Djgitizf 

if 



Digitized by 



Google 



Hale 33 c 




F 



■^^(-^■Ir 



y 






S 









DETAI L OF C^.IP BtOCK 



p.FBitt^.l>ir> 




EatFI* SKHi.ift QMrmil GrtjSi.Lmaiiofc 



* # 



Digitized by 



Google 



Bate 33 




£&'FF.Spor.48.a»i^ 



Digitized by 



Google 



PUte 35 L 




EtTNSpa5»4fl QiKrin| ^osaXondciv 



Digitized by 



Google 



Digitized by 



Google 



Hate 35 




ElcFlfapan.48.QMrin4 (xoM.Lfln^m 



Digitized by 



Google 



Plate 36. 



ES AS USED IN THE YEAR 1870. 




I^PBur^KlHrex 






Digitized by 



Google 



Pla,te37 




E tFU Spon. 48. CharmA G»BR.Lc>rrtcr 



Digitized by 



Google 



Plftte 37 a. 



O 

o 

J- 

z 
o 



o 
o 
to 



111 

Q 

a 

CO 



< 
u 
o 

o 

z 

CO 
HI 

> 
u 



>■ 
D 

ec 

c£ 
u 



>: 



^-fe 9 




ScaZe. j4, Irvchy — IFoot/ 



AAUopuU m.^aMUJ*Jui^ 



Digitized by 



Google 



PWc38 



REVOLVING SEATING & STATIONARY CYLINDRICAL EXPANSION VALVE. 
BY MESS?* JAMES WATT k C9 




Digitized by 



Google 



tF 



jiat« aa 



350 H» NOW: COLLY 




LEVER CONNECTING ROD & UNK. 



i-^%; 



ii:^. 










T^P.BurjK, Direx 






, I 



■] 



Digitized by 



Google 



Plate 33a. 




Digitized by 



Google 



Plate 39 b 




yP-BurfftLlfasL 



E(fcP.l^ 8000.48 lOiarinif Gcofi&.Lonam^ 



Digitized by 



Google 



Digitized by 



Google 



^Mh COLLY BY MESS?? MAUDSLAY SONS & FIELD. 




Digitized by 



Google 



Plaf40 




L it F N Spon. 48, Charir.^ Oxjia I^ondon 



Digitized by 



Google 



SECTIONAL ELEVATION of the CORLISS- VALVES, GEAR, and CYLINDER 
OF THE HORIZONTAL ENGINE AT the WOOLWICH ARSENAL. 



?laJte41- 



NP.Bur^.Bir«. 




I"" 



^ 



Jlm^y kAMumast. M^,C>fdt^MM»^ 



£ jk. F N Pj'v^s. 48, Ch<unn4 CxoM.Londor. 



uigiuzea uy ' 



Digitized by 



Google 



Pleue4.2 



ELEVATION Of'CORLISS" VALVE CEAR,AND CYLINDER OFTHeBEAKI ENGINE ERECTED at SALTAI RE. 

BY MESS?? HICK, HARGREAVES Si C? 





r^" 




LK ^" " J 



9 f s 



sRet 



Ji P BurgK Dipfoc 



jK»««rr £ ii>d«M^ oai 4^ C«tA6'Hi&A 



£ t F.N. Span. 48. Oiumi CT-.s«.Lcr.aon 



L/iyiu^cu i.r 



"5^ 



Digitized by 



Google 



SECTIONS OFTHE CYLINDER & VALVES ERECTED AT SALTAIRE. 



Plate 4-3. 




I. it F V Spon. 4»b, ChaPiTv^ Gcoca London 



Digitized by 



Google 



Plai£ 4 



LIBERATING GEAR FOR''CORUSSr VALVES.BV MESS?? SPENCER & INCUS. 



jTsa 



W h 




-^ M >J 



ffti rfti. 




Jm-Jt*4 






5 






*m-Sp*ilWC-DA&H POT[jrT«i SALTAfRE CftOiWE 







£ 4^ 1*^^P«.43, ZllMtp^ <]c^« 



uigiiized by x^_j vL^Ox'tvI 



Digitized by 



Google 



Ploxe 4 



S.S.IOO H^. NOMV COLLT BY J. F. SPENCER, ENGINEER. 



SIDf 



UP.Bur4Xl>ir«l 







PLAN OF EXHAUST LEVER MOTION. 



Digitized by 



Q^jQalerw..; 



Digitized by 



Google 



— ■6->s 



K.P.BurilvDireK 



Plate 4G 



COLLY 




Digitized by 



Google 



Plaxe47 

UNK-MOTION. START)NC-CEAR & DOUBLE P0RTED"CORUSS"VALV£S.for the MARINE ENGINES iOO.K> NO M^ COLLY 

BY J . F. SPENCER, ENGINEER. 



^1 ^m ^ li . 




TRANSVCRSC 6C^I0N 
OF EXHAUST VALVE. 



WJ>.Bur^l>ip«c. 






£ ft F If Span. 46. Qutfxn| CcoM.Lonaon 



Digitized by 



Google 



Plate 48- 




£ LF.N Spon. 49. Charing &osB.Londcn. 



Digitized by 



Google 



ARRANGEMENT OF'tORUS^VALVe GEAR for a HORIZONTAL ENGINE. 

CYLINDER IBiNS. DIAMETER. STROKE OF PISTON 4 FEET. 

BY W« R.DOUGLAS. ENGINEER. KIRKCALDY. 



PlAt«4-9 



UP.Bur^Direx 




I 



>^ 






r ft F II Sron.48, Qva.iir\4 Qcom L.rma:n 



Digitized by 



Google 



PlaxeSO 




uigiiizea uy "v._j v^^v^pt i\^ 



Digitized by 



Google 



Flaxebl 



DETAILS OF DOUGLAS and GRANTS PATENT CUT-OFF GEAR for CORUSS ENGINES. 



-.* 




1 


/ 




\ 




; . 


.(D 




il 1 


tt 


1 




1 






< 
o 




;.7>;..i 




£ It. F N Sjvon 48, Cliariiv^ Cxom. Loacbn 



Digitized by 



Google 



Digitized by 



Google 



Haute 51a. 



SECTIONAL ELEVATION or CORLISS VALVES & CHAMBERS 





/n./a 



-^4^ ^ 



(0 
U 

< 



O 

3 
O 

oc 

X 

I- 

(0 

z 
o 

o 



=^=11 



^ ^ 



...44.. 



^J^^^t\cs\(> 



fm^.- 1 Mttumdn iuf- 4j£^AlkS*JtBm 



Digitized by 



Google 



Plate 52 



CT ACTING ENGINE. BY MESS?? J & E.WOOD. 




Digitized by 



Google 



moFTHESTEAM 8c GOVERNOR GEAR TO RECUUTE THE CUT-OFF, 



Plate 53 




Digitized by 



Google 



Plaice 54., 



ELEVATIONS OFTHE ENGINE SHOWN by PLATE 53. BY MESSRS J ft E.WOOD. 




IJP.Bur^Direx 



FRONT ELEVATION 



SHEWING LEVERS ft SHAFT. 



r <l' ii Spoi.. iL, sjjtr::\4 Gcots.lcndcn 



Digitized by 



Google 



Plate 55 



THE SOLID BAR LINK MOTION OF THE LOCOMOTIVE KIN C-COIL:' ARDROSSAN RAILWAY. 
CONSTRUCTED Bv WILLIAM ROBERTSON. 1851. 




£ LFN Spon 48, Charm4 Ckou.Loidon 



JhwC^i ..'.(lyfc^"' 



'•J 



Digitized by 



Google 



Haxe56. 



IN AS APPUED TO LOCOMOTIVE ENGINES. 



<=if1 



t:P 



DIAGRAMS SHEWING DISTRIBUTION OF STEAM. 
Zap of Vab^e. /> Irvch^. Width, of Steaitv Port l^slndhy. 
Throw of EooervtrCc^ 6 Incfua. 

f -g g 7 f ? ^ 




Digitized by 



Google 



Plate 57. 




jipauy Google 



Digitized by 



Google 



Plate 5 7. 



PEACOCK & C? 



SECTIONAL a 

elevation; 



SECTIONAll PLAN. 



~" f .^ . ^. ^.p^^v^^^rj ^v^— ^,--.,J^. -....^i.^ ^•'t ^ 




LINK P 



€1-1 — ^^ 



^E^r 



OETA I LS 



UPB^rah 





Goog 



e 



Digitized by 



Google 



Fi^^a 



AftRANCEWENT OF LINK MOTION rofl A LOCOMOTIVE. 
CONSTBCTED Bv M£SS»» SHARP, STEWART & C9 LIMITED, IB 67- 




-mm. 

' I 



i I 
1 ^\ 







' ^ ] ta*r « 



T( P &urili llhrift. 




•S 



L kf }< %ciii< 4&. Ch»nn|. CWfti. LiVuinL 



t^^Umm^ 



Digitized by 



Google 



Plate 69 



DUBS & C9 OF GLASGOW. Jany 1868. FOR THE C. I. P. R. 

^yVA^///////j>///J//A ^ ; ; V/A^A A-V// \'>.77\ 




Vmkmr, k AkamJm- ktidjrm.-A.^HUhm 



uigiiizeu uy "v_jv.^v^ 



gle 



Digitized by 



Google 



Plate 60. 



ION &C.OFA PASSENGER LOCOMOTIVE. 

JanT 1868. for the C.I.P.R. — C.BERKLEY. ESQ. ENGINEER. 




Digitized by 



Google 



Plate 61. 







Digitized by 



Google 



Pleute 61^ 



REVERSING GEAR for GOODS ENGINE for the G.I.P.R. 
JG. BERKLEY. ESQ. ENGINEER. 



gt^^Y^^^^^^^^^^V^^^^^>.k».V^l| 




e f p 



y.P.Bxir^Dir«c. 



uigmzea uy ' 



ElcFNSpon. 46, Chadzi^ &o««,Lo^ulen. 



Digitized by 



Google 



Pleitte 62. 

ALLAN'S LINK MOTION A6 CONSTRUCTED BY C.H.BEATVIE, ESQ. L& S.W.R. I870. 



NPBur*h.DiT«s*. 







E Ac r. N. Spozv W, CJia-nti^ GwM, Loneion . 



Digitized by 



Google 



Plate 63. 



INKS AS USED FROM IS42 TO 1870. 




Digitized by 



Google 



Piexe 64 




Digitized by 



Google 



Hgute 6^ 



E FOR THE C.I.P.R. C.BERKELY, ESQ. Engineer 




Digitized by 



Google 



Plaxe64.A 




Digitized by 



Google 



Plate 65. 



'^•^ERNORS FOR STATIONARY ENGINES. 




Li 



X 



1^ ^ 



ll^^^^te^ 









SHELMCRDINC. WALKCR A HOLT5 
VARVIHC eXPAHfilON DEAR ^ VAUVEIS 



^> Vff'/u'. I ■ ^ ■ ■■ f ,, ii/, ■ , . ,■ ■, ■ ■ , i- , , <i'ii{4tiii/m/* 










^ 






Google 



Digitized by ^ 



■NP&wiViT>ir« 



Digitized by 



Google 



OWE, CLAY CROSS. FEBRUARY 97"? 1862. 




I 



O 

o 



o 

z 
u 



ul 

> 

UJ 



O 

liJ 
CD 



0) 

I- 

3 
O 

a 
»< 

QC 
O 
O 



I- 
O 

< 

< 






I- 



Digitize"' 






Digitized by 



Google 



Plate 6! 



ARRANCPORNWALL. 




Digitized by 



Google 



SR? HARVEY & C? HAYLE. CORNWALL. 



PlexXc 68 




Digitized by 



Google 











Plate ei 




u _il 1 1 


II 


"T 1 1 1 II 1 1 1 


E " " 




r^ 


> i 




VALVE- CE/ 






<o 





NP.BwftkDirw 




uigiiizeu uy v^j v^^^^pt iv^ 



Digitized by 



Google 



Plate 70 



iBc FIELD, 1870 



•t^ 




luPBurgi-DireK 



Digitized by 



Google 



Platte 71 




s 


^ 


9 


'" 




^1 




- 




.^ 1 


* 


I 




D 



::^j*iy AAUmfui^mMCM^tb^spHcn,. 



Digitized by 



Google 







E JL F.N SpnEi 48 CbafiH^ G7q3a»Latiiic& 



Digitized by 



Google 



.i'. 



Digitized by 



Google 



Digitized by 



Google 



Digitized by 



Google 



14 DAY USE 

RETimN TO DESK FROM VnuCH BORROWED 

LOAN DEPT. 

Tfii!i mmK IS ijuc oa chr la^t due fcimped beiow« or 

on tl>e d«te to which rroewM, 

lleoiiwcd books mfc subfca to immedlftce ttadL 



44li«!L 



6l\H- 



■'An 4 I'ljb;^ 



v6^<^^^^ 



|gR«tttl6g5 77 



>CC'P ^>" 




Un^ 



tJULf •.tllCT 



